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“8 FIFTH ANNUAL Radar and radio, electricity and electrons, men and ma- 


chines used by railroads to accelerate terminal activities. 


TERMINAL OPERATIONS Large new terminals of motor carriers equipped to expedite 


flow of traffic. Advice on determining truck terminal size is 


FEATURE NUMBER offered by motor carrier executive. Operations of Air Cargo, 


ports and underground warehouse installation described. 
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69 STRATEGICALLY-LOCATED TERMINALS 


From the eastern seaboard to the far west and southwest Trans- 
american moves your shipping under direct local control. 


2,000 COMPANY-OWNED HIGHWAY UNITS 


One of America’s largest and finest fleets of modern, road-ready high- 
way equipment is at the command of the Transamerican shipper. 


2,600 DIRECT POINTS SERVED DAILY 


From metropolitan centers to remote hamlets. Transamerican sees your 
shipments through under one responsibility 


IN TRANSPORTATION 


SYSTEM-WIDE TELETYPE SERVICE 


Close control and rapid movement of your shipments are assured 
through constant contact with the shipment until delivery on schedule. 


TWENTY-SIX YEARS EXPERIENCE 


Long experience and constant development have enabled Transamer- 
ican to keep abreast of the newest advances in freight transportation. 


NATIONWIDE SERVICE 


Whatever the destination of your shipment. Transamerican can take 
over and see it through on schedule anywhere in America. 


_ Transamerican 


NATIONWIDE 


~ Freight Lines, Inc. 


The 
TRANSAMERICAN SYSTEM 


General Offices: Detroit 9, Michigan « VI 1-9400 e¢ ROBERT B. GOTFREDSON, President 





sured 
dule. 


mer- 
ition. 


take 


ent 


June 22, 1957 





Why don't you look into 
the extra transportation 
dividends available from 
McLean Trucking Company? 
You'll see an improvement 
immediately when you 
specify McLean. Call your 
nearby McLean terminal 
soon...and tell ‘em Nancy 
gave you the idea! 








Transportation problems? Call your local 
Mclean terminal, or write Mclean Trucking 
Company, Box 213, Winston-Salem, N. C. 


ALONG THE EASTERN | SEABOARD AND BETWEEN THE MIDWEST AND THE SOUTHEAST 


General Offices, Winston-Salem, N. C. 





























































































There is overwhelming evidence of the demand 
for a flexible, integrated, coordinated service . . . 

in which each form contributes to economical and 
efficient transportation within the fullest measure 

of its capabilities. What is most needed 

at this stage is bold new outlook and planning, 
and an objective, conciliatory and cooperative 
approach by all transportation people . . ‘ 















































from a speech of Commissioner Anthony Arpaia, 
Member, Interstate Commerce Commission, 

at the Third Michigan Railroad Management Seminar 
Ann Arbor, Michigan, February 27, 1957 
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TERMINAL FACILITIES 


make the 


| Difference 


It takes good terminal facilities to move shipments with speed and safety. 


Shortages and damages breed in congested terminals—shipments get lost and go astray 
in cramped quarters. But VIKING has solved this problem by building large new 
terminals and remodeling and enlarging buildings continually for the past six years. 


At every Viking major point you’ll find big terminals designed to the job, 
and you’ll find modern methods of handling freight from receiving doors and 
pick-up trucks direct to road trailers. 


Shipments move faster to destination, and are forwarded the same day received. 


MODERN FACILITIES and know-how get your shipments there faster 


* 
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e Modern fleet of 1126 company-owned units. 


e 1100 employees—many are stockholders of the company with long years of 
service—thoroughly trained in transportation, with one thought in mind... 
to serve you better. 


e Teletype Network provides instant control over all shipments and 
equipment—speeds tracing and expedites rush shipments. 


e Preventative maintenance with scientific equipment keeps our fleet rolling— 
eliminating costly road breakdowns. 


e 99.34% of all shipments handled in 1956 moved free of any claims. 


e TWO MILLION DOLLARS INSURANCE COVERAGE. 


LTL OR TRUCKLOADS... Whatever you ship or wherever you ship, 
VIKING will get it there quickly, safely, efficiently. 


me VIKING FREIGHT COMPANY 


UTHERN DIVISIO 


COOK TRUCK LINES, INC. 





“Somebody was guilty. Here we are—production coming out of our ears—sales opportunities 
‘popping in every direction—new profits practically under our noses—and somebody had failed 


to order enough general-purpose tank cars to make deliveries. 


We should have seen it ten years ago. Way back in 1957, almost every economist kept telling 
us business would expand more than 50% in the next decade—steel was going to be tough to get— 
normal obsolescence would subtract even more cars and new tank cars couldn’t be built over- 
night. But—we put off doing anything about it. Then it was too late. Maybe your company can 


benefit from our experience.” 


P. S. Plan now to discuss your long range needs with our 
GATX District Man. You'll find .. . it pays to plan with 
General American. 


GATX 
GENERAL 


GENERAL AMERICAN TRANSPORTATION CORPORATION \|(]/ 
135 South La Salle Street * Chicago 90, Illinois meso Yana 
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EDITORIAL 


Efficiency at Terminals Affects Many Pocketbooks 


“HERE ARE SEVERAL reasons for the giving of spe- 
4 | cial attention, in this fifth annual Terminal Operations 
Feature Number of TRAFFIC WoRLD, to improvements, 
actual or prospective, in the terminals of railroads, trucking 
companies, airlines and water carriers. Efficient movement 
anc handling of freight at the terminals are not merely im- 
portant, they are vital, to the well-being of the carriers. And 
the carriers’ performances at such focal points of their re- 
spective operations are of concern, in more ways than one, 
to the shippers. 


What many of the carriers of different types have done to 
keep terminal costs—always more troublesome than line-haul 
costs—from getting out of hand and to establish, at the same 
time, more expeditious movement of the shipments that pass 
through the terminals constitutes a continuing revelation of 
the ingenuity, resourcefulness and “‘drive’’ that have helped 
to bring this country to the position of world leadership, 
industrially and otherwise, which it now occupies. 


One of the major objectives in the construction of new 
terminals by all types of carriers and in the building of new 
classification yards or improvement of existing yards by the 
railroads is conservation of time. Of course, time is a major 
ingredient of the “product” of any transportation com- 
pany. The point that avoidable delays at terminals result in 
loss of good will, and frequently loss of patronage, of 
shippers needs no laboring. 


Inventive genius has come to the aid of carriers looking 
for ways to improve their performances at terminals in ways 
by which they may recoup the money invested in better fa- 
cilities and eventually “come out ahead.” Machines or me- 
chanical devices that do the work of five, six or more men, 
and do it with greater speed and precision, make possible 


savings large enough to more than justify the costs of 
installation. 


EFERRING to terminal improvements in the railroad 

industry, Robert S. Macfarlane, president of the North- 

ern Pacific, made this report at the Midwest Institute of 
Transportation, June 18, at St. Paul, Minn.: 


“In modern classification yards, devices that utilize elec- 
tronics and radar have made it possible for one switch engine 
and a few men to do the work for which a fleet of engines 
and many men would have been required not too many years 
ago. Radio loudspeakers, two-way communication between 
the main office and key points in the yard, speed movement 
of cars. Centralized traffic control enables one man, sitting 
before an illuminated map on which moving trains auto- 
matically show their position, to set signals and throw 
switches over districts of many miles. Radio communication 
between station and train and between front and rear end of 
trains is in common use. .. .” 


Several of the railroads have built or are building new, 
larger classification yards. Trucking companies and airlines 
are anticipating future growth as they build terminals larger 
than required to meet their immediate needs. Ports on the 


Great Lakes are preparing for additional traffic they expect 
to handle when the St. Lawrence seaway is completed. The 
facilities are designed to be sufficiently large aad adequately 
equipped to permit prompt loading or unloading of the 
freight vehicles that come to them, and war is thus being 
waged on the economic wastefulness of long waits at the 
terminals. In most instances, modern communications equip- 
ment, such as two-way radio installations, and up-to-date 


materials handling equipment are integral parts of the new 
terminal. 


The improved arrangements for speedy and safe handling 
of freight and for tracing shipments in transit have dollars- 
and-cents value to the shippers, of course. In the terminals, 
however, despite the replacement of manpower by “automa- 
tion” and mechanization, efficiency of performance depends 
in a large degree on the human labor force—dock workers, 
fork lift truck operators, and others. The role of labor in 
terminal operations was depicted a few weeks ago, at the 
annual meeting of The Operations Council of the American 
Trucking Associations, in New York City, by John C. Mc- 
Williams, transportation consultant, in these words: 


“For the common carriers of general freight as a whole, 
labor costs constitute only about 40 per cent of the total 
direct line-haul operating cost. Compared with this relatively 
low percentage, we find that in the case of pickup and de- 
livery direct costs, labor represents 70 per cent of the total; 
in the case of area or platform costs, labor constitutes some- 
what more than 80 per cent of total costs, and in the case 
of billing and collecting and revenue accounting, labor is 
between 85 and 90 per cent of the total... .” 


T that same meeting, other speakers told how, as a result 

of action based on careful studies of terminal operations’ 

of their respective companies, the number of pounds of 

freight handled per man-hour had been increased impressive- 

ly. In one case, the increase within a four-year period had 

been from 1,480 pounds to more than 2,700 pounds per 

man-hour, while at the same time the labor cost per 100 
pounds had been reduced from 9.6 cents to 7.3 cents. 


The council was advised that an effective way to improve 
the pounds-per-man-hour record was to schedule the work so 
as to avoid idle time for the men. Their morale and their 
productivity improved—and, accordingly, their own jobs and 
the financial position of the company for which they worked 
became more secure—when they had little or no occasion for 
just standing around, waiting for something to do. 


It’s true, therefore, that what happens in a carrier's 
terminal affects many pocketbooks. It certainly affects those 
of the carrier’s executives and of the investors in the business; 
it affects the pocketbooks of the shippers, to the extent money 
is saved for them by avoidance of delays and by prevention 
of freight loss or damage, and ultimately it affects the pocket- 
books of the carrier’s employes—not only the workers in the 
terminals, but all individuals on the carrier’s payroll whose 
personal fortunes depend on the success of the carrier for 
which they work. 
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If you hunger after the lucrative Wisconsin | 
market—profit from the above feline’s logic | 
that “a bird in the tummy is worth two) 
in the cage.” 
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“Spot-stocking” with no capital investment | 
at Hansen means you'll have your products | 
or supplies within 2 hours trucking distance | 
of any point in southeastern Wisconsin — 
where 75% of state income and 71% of all | 


retail sales originate. 


You pay for space and personnel only when 
used — and retain flexibility to meet fast- 
shifting markets. 


Check your saving in shipping in Car and 
Truck loads against L.T.L. freight cost. 
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HANSEN Storage 
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Switching— 
Terminal Area Limits 


Question—Canada 


We have been making a study of inter- 
switching rates, where a car arrives in 
the terminal via carrier “A” and is 
delivered in the same terminal by carrier 
“B”, on carload traffic, in our larger 
Canadian terminals, and we would like 
to obtain some information on the 
American scene. 

The present inter-switching limit in 
our Canadian terminals is four miles 
from point of interchange. After that, 
the shipment is considered to have re- 
ceived a road haul and the local rate 
is assessed. This four-mile limit was set 
by the Board of Transport Commissioners 
for Canada in 1918, and has never been 
changed. It is now possible to travel 
35 miles inside some of our larger ter- 
minals, and we are considering asking 
the railways to extend the limits. The 
importance of this will be seen when 
we consider that for five miles shippers 
pay 13 cents per hundred pounds on a 
minimum of 30,000 pounds, for lumber. 
For 10 miles, they pay 14 cents per 
hundred pounds, and for 20 miles, they 
pay 17 cents per hundred pounds. 


While we realize that New York, 
Chicago, St. Louis, Los Angeles, and other 
United States’ cities are much larger 
than our Canadian cities, we would be 
interested to know how switching is 
handled in these terminals, from a rate 
point of view. We are also interested 
in knowing how it is handled in cities 
of one and one-half to two million 
population. 

Perhaps representations have been 
made, by shippers or shippers’ associa- 
tions, before the Interstate Commerce 
Commission, in recent years. If there 
have been rulings on the subject, could 
you give us reference to some of them? 

This is a broad subject and we have 
framed our request in a very general 
way. However, we believe it is apparent 
that we are looking for background ma- 
terial, and not advice on how to build 
our case. 


Answer 


We are unable to locate a report of 
the Interstate Commerce Commission 
setting forth any arbitrary mileage as 
a maximum in which switching charges 
would apply and beyond which the line- 
haul rates would apply, as was done by 
the Board of Transport Commissioners 
of Canada. 

As a matter of fact, the switching 
limits of various cities in the United 
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Address letters to Traffic World, 815 Washington Bldg., Washington 5, D. C. No 
attention will be paid to anonymous communications or questions from nonsubscribers, 


In this column will be published answers to questions relating to traffic, of general reader interest. A 
specialist in interstate transportation, who is a member of our special service department, will furnish 
references to regulations and decisions and will answer questions of application of tariff schedules 
and practical traffic problems. We do not desire to take the place of the traffic man, but to help 
him in his work, nor do we undertake to render legal opinions. 
answer any question that does not seem to be of general interest or that may appear to us unwise 
to answer or too complex for the kind of investigation herein contemplated. 















The right is reserved to refuse te 






States vary from city to city. For ex- 
ample, the switching area at Minne. 
apolis, Minn., in 1940, did not extend 
over three or four miles in any direction 
(Minneapolis Traffic Ass’n. v. Chicago 
& N. W. Ry. Co., 241 I.C.C. 207), and, in 
1949, the Chicago, Ill., switching district 
was approximately 40 miles in length, 
and from 7 to 15 miles wide. Swift & Co, 
v. Atchison, T. & S. F. Ry. Co., 2% 
I.C.C. 557. 

If there had ever been a limit set on 
the size of a switching district we doubt 
if the Commission would have allowed 
such a difference between cities as that 
in the above cited cases. 


Overcharges— 


Interest on 


Question—Pennsylvania 


We have, for years, filed overcharge 
claims requesting interest on the amount 
of overcharge, and have, for the most 
part, collected these claims. Lately, the 
rail carrier, with whom we do the bulk 
of our business, has adopted a policy of 
not paying interest on claims paid within 
30 days of their receipt from the claimant. 
This carrier contends that the respon- 
sibility for the elapsed time from date of 
payment of freight charges rests with 
the claimant. 

We havc read that the Commission has 
ruled in various cases that interest should 
be paid, but was the above theory set 
forth by the carriers in any of those 
cases? 




















Answer 


On February 18, 1916, the Commission 
issued Conference Ruling 489, which 
amended and restated Conference Ruling 
464, to the effect that interest on an over- 
charge accrues from the date of its col- 
lection by the carrier, but that it would 
not be unlawful for a claimant to accept 
settlement of an overcharge claim with- 
out interest. 

Even though the Commission stated 
that interest on overcharges accrues from 
the time of collection, it was “. . . of the 
opinion that when such a refund is made 
by the carrier within 30 days after the 
improper collection of the overcharge, it 
may be regarded, in accordance with 4 
well-established usage, as a cash trans- 
action, upon which interest does not 
accrue.” 


In speaking of a carrier’s duty to pay 
interest on claims for overcharges, in 
Armstrong Cork & Insulating Co. ¥. 
Mississippi-Warrior Service, 153 I.C.0. 
781, the Commission said: 

“Defendants by exacting the excessive 
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charges violated the interstate commerce 
act and under that act they are made 
liable to the party injured thereby for 
the full amount of the damages sustained 
in consequence of such violation. The 
wrong for which the act renders carriers 
liable in cases such as this is the ex- 
acting of payment pursuant to an un- 
lawful rate. But in determining the 
damage consequent upon the wrong for 
which the carrier is so made liable it 
has been our uniform practice to recog- 
nize as an element thereof loss of interest 
on the amount unlawfully exacted, and 
in awarding reparation we have usually 
included the amount of such interest as 
a part thereof. L. & N. R. R. v. Sloss- 
Sheffield, 269 U.S. 217. We have con- 
sidered interest as much a part of the 
damages to which the complainant is 
entitled in consequence of the violation 
of the act as is the amount of the 
excess. Complainant’s right to recover 
interest before us is not incident to nor 
dependent on his right to recover for 
some other element of damage. The in- 
terest is part of the full amount the 
right to recover which is expressly given 
by the statute. Barker Bros. v. S. Ry. 
Co., 139 I.C.C. 281. In Pennsylvania R. Co. 
v. Minds, 250 U.S. 368, the court declared 
that ‘unless interest is to be allowed 
there seems to be no means of making 
the claimants whole for the wrongs 
sustained by violations of the statute.’” 


The Commission awarded reparation 
at four per cent in its reports in South- 
western Lumbermen’s Ass’n. v. Arkansas 
& I. Ry. Co., 245 I.C.C. 717; Hawkins 
Marble & Tile Co. v. Atchison, T. & 
S. F. Ry. Co., 246 1.C.C. 606; Farmers 


Cotton Oil Co. v. Texas & Pacific Ry. Co., 
246 I.C.C. 603; and Continental Grain 
Co. v. Atchison, T. & S. F. Ry. Co., 287 
I.C.C,. 691. 

In each of the above cited cases the 
Commission awarded interest from the 
time of the collection of the overcharges, 
not from time of presentation of the 
claim. 


Although we can locate no case deal- 
ing with that portion of Conference 
Ruling 489, quoted in the second para- 
graph of this answer, it is our opinion 
that this is sound reasoning, even at 
the present time, and there are cases in 
which interest is not collectible. 

However, unless there is a ruling of 
which we are not aware, the carrier is 
not justified in refusing to pay interest 
on claims settled within 30 days of 
receipt from claimant. 


Tariff Interpretation— 


Skids v. Dunnage, Etc. 

When Computing Freight Charges 
Question—Michigan 

We refer to your answer, under the 

above caption, on page 144 of Volume 4 
of your Questions and Answers Book, 
wherein there appears to be some mis- 
understanding as to the essential differ- 
ence between a skid and a pallet. There 
is also a difference in the tariff rules on 
specific commodities as to whether a 
skid is transported free of charge and 
whether a pallet is charged the freight 
rate accompanying the article. 


The primary purpose of a skid is to 


Ship In or Out... 
CALIFORNIA'S FRONT DOOR 


Encinal 


TRAFFIC Wort 


provide for some base upon which the 
article should rest in the freight car, 
For example, the machinery about which 
you speak would require skids under. 
neath, in order to secure the shipment 
safely on the vehicle and is, therefore, 
not in the nature of a container. A 
skid so used would be considered as 
dunnage. There is no close relationship 
between a skid and a box or crate. A 
skid is generally thrown away after it 
is once used, whereas a pallet is a re- 
usable article. 


We thought you might be interested 
in this general observation, because your 
original answer was so specific that it 
could relate to every article of commerce, 
yet a skid is nothing more than dunnage 
material. 


Answer 


We agree that skids and dunnage, in 
a sense, serve the same purpose, that is, 
to protect the merchandise being shipped, 
but so does a box, crate, barrel, and s0 
forth. However, skids and dunnage are 
not the same in all respects. 


Dunnage, as used in Rule 10 of the 
National Motor Freight Classification, 
has reference to material that is placed 
in the truck when the goods are loaded, 
whereas skids, as referred to in section 
10 of Rule 5, have reference to timbers 
which are fastened to the bottom of the 
machinery before loading. 


The major difference between dunnage 
and skids is that the machinery and 
skids are handled as a unit, the same as 
when goods are strapped on lift truck 
skids, whereas dunnage is handled sepa- 
rately from the machinery. 


SHIPSIDE TERMINALS 
& WAREHOUSES 


ALAMEDA, CALIFORNIA 


If you’re shipping in or out of fabulous Cali- 
fornia...take it through the front door— 
Encinal—in Alameda...just minutes through 


the Golden Gate. 
Ten Deep-Water Berths... 


Sixty-Six Major Steamer Line Services 
To or From: 
Gulf + Atlantic « Europe + Trans-Pacific 
Hawaiian Islands « Africa « East Canada 
Puerto Rico « Central & South America 
Coastwise Ports. 


MODERN FACILITIES — 700,000 sq. ft. of modern shipside warehouses, ADT 
protected...complete modern material handling equipment...open and covered 
dockside storage...liquid bulk facilities. 


COMPLETE SERVICES — Public Warehousing and distribution... consolidated 
canned goods cars...service for all trucking companies... 


EF neinal SHIPSIDE TERMINALS AND WAREHOUSES 


General Offices: Alameda, California * Phone: LAkehurst 3-1311 
San Francisco Office: World Trade Center, Ferry Building « Phone: YUkon 6-2484 
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It was on the basis of the above facts 
that led us to the conclusion that the 
weight of the skids should be included 
in the gross weight of the article when 
computing freight charges—a conclusion 
which we still hold. 


Routing and Misrouting— 


Conflicting Instructions 
In Bill of Lading 


Question—New Jersey 


We are in disagreement with a rail- 
road as to its compliance with the rout- 
ing instructions shown in the bill of 
lading and would appreciate your opin- 
ion in the matter. 

A shipment, weighing 18,000 pounds, 
was made from Albuquerque, N.M., 
routed via carriers “W,” “X,” “Y,” and 
“Z” to Newark, N.J., with instructions, 
in that portion of the bill of lading where 
the description of the articles is to be 
shown, reading as follows: 


“Switch at Denver to... railroad” 

It was intended that the shipment be 
stopped off at Denver for further load- 
ing. However, no stop-off was made and 
the shipment arrived at destination, 
where charges were assessed at a mini- 
mum weight of 40,000 pounds. 

We contend that the carrier should 
have switched the car at Denver. If there 
was a doubt in his mind regarding these 
instructions, he should have brought the 
matter to the attention of the shipper. 

We believe this example is similar 
to the one where there is a conflict be- 
tween the rate and the route shown in 


the bill of lading. When this happens, 
the shipper is generally not liable for 
any additional charges, in the event the 
carrier moves the car without clarifying 
the instructions. 


In our particular instance, can we hold 
the carrier liable for misrouting? 


Answer 


Although it is not uncommon for 
shippers to prepare bills of lading, it is 
the carrier’s duty to issue bills of lad- 
ing (Exposition Cotton Mills v. Southern 
Ry. Co., 234 I.C.C. 441; Morris v. Clay- 
man, 46 M.C.C. 371) containing clear 
instructions. 

Whenever a bill of lading, containing 
doubtful or conflicting instructions, is 
issued, it is the duty of the initial car- 
rier to clarify any doubtful instructions 
by the shipper before the shipment moves 
and if this is not done the initial carrier 
is liable for any damage caused as a 
result of such inaction on his part. 
American Bridge Co. v. Norfolk & W. 
Ry. Co., 47 I.C.C. 235; Republic of France 
v. Missouri K. & T. Ry. Co. of Texas, 
77 I.C.C. 383; Crerar Clinch Coal Co. v. 
Ann Arbor R. Co., 152 I.C.C. 544; and 
Standard Hardwood Lbr. Co. v. Pennsyl- 
vania R. Co., 157 I.C.C. 100. 

If it is the carrier’s duty to issue a bill 
of lading that is unambiguous, yet he 
chooses to accept a bill of lading pre- 
pared by the shipper, which is not clear, 
and sends the shipment out under such 
a bill of lading, he should, in our opinion, 
be held liable for any damage caused 
by his failure to carefully look over the 
bill of lading before the shipment moves. 
In other words, a carrier should look over 


When the heat 
ison... 


KEEP COOL! 


When the heat’s on for fast, safe routing of your cross- 
country shipments, keep cool — route via the Peoria Gateway 


and P. & P. U. Ry.! 


Hot or cold, fair weather or foul, you'll 


find us on the job twenty-four hours a day, switching cars to 
receiving line haul carriers serving points east, west, north 
and south —at no assessment of extra charges. 


Yes, it’s the safe and sure way to beat the heat — our years 

of experience in providing modern facilities and fast inter- 
change service at the Peoria Gateway are a 
sure solution to your shipping problems! 


PEORIA 
GATEWAY 


Sammep S00 


; TRAFFIC Worip 
a bill of lading prepared by a shipper to 
see if it is as clear as it would have been 
had he prepared it himself. Such negli. 
gence should be no excuse in relieving 
the carrier of his duty. 


Words and Phrases— 


Pro Number 


Question—Oregon 


We would appreciate your advising 
us relative to the origin of the word 
“pro” used on freight bills to designate 
the number of the bill. It would ap- 
pear from what information we have 
that “pro” number was originally used 
on truck freight bills, but we are unable 
to find the source from which it was 
derived. 


Answer 


Actually, “pro” is the abbreviation of 
the word progressive and is usually pre- 
fixed to an agent’s record numbers on 
freight bills, and so forth, to expedite 
reference to a particualr consignment, 

The abbreviation is also used on the 
indemnity agreement which is used in 
presenting claims to the railroads for 
loss, damage or overcharge, when the 
original paid freight bill or bill of lad- 
ing cannot be produced. 

The origin of the use of this abbrevia- 
tion is lost in antiquity. However, we 
have determined that this abbreviation 
did not originate with the motor carrier 
industry. We have, in our files, a copy 
of a freight receipt, that was used by 


Peoria and Pekin Union Railway Company 


L. R. BARNEWOLT, General Agent, PEORIA 2, ILLINOIS 
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Light or heavy, cargo is handled 
easily, safely in mechanized 
Port of Baltimore. 


Mechanization in the Port of 
Baltimore for fast, easy, direct 
cargo loading. 


PORT OF BALTIMORE 
HANDBOOK now ready! 
Write today on your letterhead 
for a free copy of this directory 
of the Port of Baltimore. 
Trade Development Dept., 
MARYLAND Port AUTHORITY, 
10 Light St., Balto. 2, Md. 
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the PORT OF BALTIMORE 


for low-cost routing 
of ALL your ocean shipments! 


BALTIMORE OFFERS 


Economy ¥ Lower inland freight rates 
No “fringe” charges at piers 
¥ No charges for pier delivery and pick-up 
¥ Best in all maritime services at low Baltimore 
rates 


Dispatch Steamship Sailings—fast and frequent to all 
- major world ports. (Nearly 6,000 sailings in 
1956) 


Minimum Carrier-to-shipand ship-to-carrier isa Baltimore 
Handling rule. (Less handling reduces breakage, pilferage, 
claims and costs) 


AUTHORITY 


BALTIMORE, MD. 










NOT THE BIGGEST...BUT THE BEST 
| ..- because the Direct Way is the BEST Way to ship your good 


Round-about routing is an inefficiency factor few shippers can affo 








That’s one reason Rio Grande routing is an essential part of yo 
shipping instructions. 
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Small in comparative size, but large in competitive service, Rio Grande provides the vital link in 
America’s direct central transcontinental route. Through TWO gateways—at Pueblo, Colorado and 
at Denver, Colorado (serving Southwestern, Southeastern, Midwestern, Northeastern and Eastern 
markets)—your goods are moved speedily and dependably by diesel-electric-powered trains over 
eavy-duty, high-speed steel highways. Modern classification yards keep ’em rolling through gate- 
ways at Salt Lake City and Ogden, Utah (serving the West Coast and Pacific Northwest). Mile per 
ile. you can’t beat Rio Grande’s transportation efficiency. 

Representatives in 37 major cities serve you and your customers... accurate reporting 

metods provide information on your shipments anytime and as often as desired. 
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yo The Direct Central Transcontinental Route 
| R. K. BRADFORD, Vice President-Traffic, Rio Grande Bldg., Denver 2, Colorado 
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Some jobs need a 
SPECIALIST 





For your shipping needs 
call a FREIGHT SPECIALIST 


...call COTTON BELT 
for service to fit 


your shipping needs. 
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the railroads during World War I ang 
immediatelly thereafter, bearing this 
abbreviation. 


Freight Charges— 


Liability of Consignor 
Under Section 7 of the Bill of Lading 


Question—Arkansas 


In December, 1955, we forwarded g 
carload of our products to a firm acting ia 
as a distributor at destination. In Feb. 
ruary, 1956, another shipment was /or.- 
warded to this firm. Our products are 
sold F.O.B. point of origin and section 
7 of the bill of lading is signed by us, 
Although this firm distributes our prod- 
ucts there is no direct connection be. 
tween said firm and our company, and is 
not, in any way, connected with our 
company, other than the fact that this 
firm buys our products at our posted 
distributor’s prices and then resells on 
the retail market. 

This firm at destination actually went 
out of business in May of 1956 and the 
local freight agent at destination at- 
tempted to collect for freight charges 
in the month of July, 1956. Since this 
firm went out of business, the bills were 
forwarded to us for payment and, of 
course, we declined payment. We took 
over the stock possessed by this firm at 
the time it went out of business, due to 
the fact that payment for such stock 
was never made to us. 

The carrier contends that we are liable 
for the freight charges, on the grounds 
that we took over the stock. We con- 
tend that, in view of our signing sec- 
tion 7 of the bill of lading and that there 
was no direct connection between our 
company and the firm at destination, 
we are not liable for such freight charges, 
In addition, the carrier admits that the 
freight bills were misplaced and filed 
away through error. 

Will you please advise your opinion in 
this matter. 


‘ 


Answer 


Under the first paragraph of section 7 
in the bill of lading, if the consignor 
uses the means provided for that pur- 
pose in the bill of lading, that is, signs 
the non-recourse provision, he is not, in 
our opinion, liable for the freight charges. 
To hold otherwise, it seems to us, §§ 
to render useless the signing of the ~ 
stipulation referred to in section 7 of 
the bill of lading. 

In New York, N. H. & H. R. Co. v 
California Fruit Growers Exchange, 
5 A. 2d 353, it was held that, as the 
uniform bill of lading, prescribed by the 
Interstate Commerce Commission, ex- 
pressly accords the shipper the privilege 
of absolving himself from liability for 
freight charges by executing the non- 
recourse clause, it excludes the impli- 
cation of the right to attain the same 
object in a different way. See, also, to 
the same effect, Missouri Pac. R. Co. Vv. 
Sorrell, 21 F.Supp. 886. 

By the signing of the stipulation pro- 
vided for in section 7 of the bill of 
lading, the consignor is relieved of lia- 
bility for the freight charges, or any 
part thereof, by the acceptance of the 
goods by the consignee, but not in the 
event the consignee notifies the deliver- 
ing carrier in writing prior to delivery 
of the goods of his agency and lack of 
beneficial title in the goods. This ex- 
ception to the release of the consignor 
from the liability for the freight charges 
is accomplished by the parenthetical 
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Santa Fe’s Corwith Yard, Chicago. One of America’s most modern freight terminals. (A print of this painting suitable for framing is available on request.) 


Mover of Modern Transportation—STANDARDIZED FREIGHT CARS 


Transporting the products of our booming economy 
over the widely differing parts of the Great American 
Railway System requires speed, efficient freight move- 
ment and dependable, 24-hour-a-day performance. 
Pullman-Standard engineering of these requirements 
into proved design and mass production techniques 
produced first the standardized PS-1 Box Car and then 
the PS-2 Covered Hopper, PS-3 Open Top Hopper, 
PS-4 all-purpose Flat Car and the new PS-5 Gondola. 


Today, more than 10 years of “‘on-the-job”’ experience 
everywhere on the Great American Railway System, 
including the Santa Fe Corwith Yard, have proved the 
benefits of standardization to over 100 railroad-owners 
and their shippers. Write for brochures detailing each 
of the P-S Standardized Freight Cars. 


Pullman-Standard Car Manufacturing Company 
221 North La Salle Street, Chicago 1, Illinois 





HIGHLIGHTS 

OF Tre 

10TH ANNIVERSARY 
OF STANDARDIZATION 


During 1956, the Pullman-Standard standardization caravan visited nine key railroading ce 
Here, in New York City, the 75,000th PS-1 standardized box car (owner-road, the St. Louis-s 
western Railway Co.) gets a top to bottom going over by railroad and shipper representatives. 


In Chicago, P-S Caravan visitors found the loading capabilities of the PS-2 Cov- 
ered Hopper worthy of close study. Here, one interested visitor makes a car top 
inspection of the PS-2 circular hatch that makes handling of bulk lading smooth, 
fast and easy. Note reverse curve hatch lip that gives positive weather seal. 


The application of modern mass production techniques is just one reason why 
Pullman-Standard can offer cars that serve so much better. Here a special 
positioner turns the massive PS-1 underframe into a vertical position so that 
welds can be made by the preferred down-hand method. 


Built to serve best on the 7" 
GREAT AMERICAN RAILWAY SYSTEM | 


MILWAUKEE 
MINNEAPOLIS. NORTHFIELD 


CENTRA 
cas rar 


St. Louis was the scene of special ceremonies honoring the St. Louis-South- 
western Railway, purchaser of the 75,000th PS-1 Box Car. Here Mr. C. W. 
Bryan, Jr., President of Pullman-Standard (right) presents a model of this 
milestone car to Mr. H. J. McKenzie, President of the Cotton Belt. 


Hundreds of detailed car condition surveys are made each year by Pullman- 
Standard’s Field Service Engineers. Critical evaluations of these technical 
reports on P-S cars—and other makes—assure Pullman-Standard users of 
up-to-date design and engineering improvements on all P-S equipment. 





WORLD’S LARGEST BUILDER OF FREIGHT AND PASSENGER CARS 


PULLMAN-STANDARD 


CAR MANUFACTURING COMPANY 
SUBSIDIARY OF PULLMAN, INCORPORATED 
221 NORTH LA SALLE STREET, CHICAGO 1, ILLINOIS 


BIRMINGHAM, PITTSBURGH, NEW YORK, SAN FRANCISCO, WASHINGTON 
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clause “except as hereinafter provided” 
in the fifth line of the first paragraph 
f section 7 of the bill of lading. 


rhe fact that you took over the stock 
he consignee does not, in our opinion, 
subject you to liability for the freight 
rges. The charges should have been 
-cileeted by the carrier from the con- 
1ee. 


. iff Interpretation— 


Motor Carriers— 
Minimum Charges on Truckload Shipments 


estion—Wisconsin 


Je would appreciate your interpre- 
mn of section 2, item 130-E, supple- 
No. 12, to Middlewest Motor 
cht Bureau tariff No. 1, MF-I.C.C. 
257. 
has been our contention that the 
kload rates cannot be used without 
‘ng into consideration the minimum 
kload charge, whether or not the 
nent fills the full visible capacity 
1e trailer. 


‘wer 


Section 2 of item 130-E, which applies 
to minimum charges on truckload ship- 
ments provides that: 


“ a) The minimum charge for a sin- 
gle shipment which is subject to truck- 
load or volume ratings shall be the ap- 
plicable rate multiplied by the actual 
weight or truckload or volume minimum 
weight, whichever is greater, plus 50 
cents; however, the minimum charge for 
each vehicle loaded to capacity shall not 
be less than the ‘minimum truckload 
charge’ contained in the rate table here- 
in; provided, however, the charges for a 
shipment subject to truckload or volume 
ratings shall not exceed the charges for 
the same shipment based upon LTL rat- 
ings. 

“(b) A vehicle shall be considered to 
be loaded to capacity when no more of 
the freight tendered as a single ship- 
ment can be loaded therein, or when 
the entire shipment is loaded therein; 
provided, however, when shipments are 
tendered in excess of the capacity of a 
single vehicle, the following shall apply: 


“(1) Each vehicle, except the ve- 
hicle carrying the excess, shall 
be loaded to capacity, and each 
vehicle so loaded shall be sub- 
ject to the minimum charges, as 
provided in paragraph (a) 
above. 


“(2) The excess shall be charged for 
at the volume or truckload rate 
at the actual weight.” 


Paragraph (a) applies to two types 
of truckload shipments, those which do 
not load the vehicle to capacity and 
those which do. That portion of this 
paragraph preceding the first semicolon 
relates to truckload shipments which do 
not completely fill a truck or trailer. 
This type shipment is not subject to 
the minimum truckload charge con- 
tained in the rate table of the tariff. 

That portion of paragraph (a) between 
the first and second semicolons relates 
to truckload shipments which completely 
fill the truck or trailer. This type ship- 
ment is subject to the portion before 
the first semicolon and the charges ar- 
rived at are then subjected to the mini- 
mum truckload charge contained in the 
tariff, the higher being applicable. 











MOVING TIP FOR TRAFFIC MANAGERS: 


Mayflower “Personal Interest” 


makes life easier for Personnel Transfers 


@ Mayflower Service has been especially planned to remove work and 
worry from long-distance moving. A trained Mayflower representative 
goes to the home of the family you are moving with a complete picture 
story of the service, showing how everything will be cared for. He will 
plan specialized attention for each piece that requires it, and make 
arrangements for everything the family wishes done. He will answer 
all questions ... put their minds at ease .. . and leave helpful moving 
day aids for their use. Yes, you can depend on your Mayflower repre- 
sentative to take personal interest in the convenience and satisfaction 
of the families you move. 


AERO MAYFLOWER TRANSIT COMPANY, INC.- INDIANAPOLIS 


AERO 


ayflowe 


NATION-WIDE 
FURNITURE MOVERS 
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Burlington... 


The Preferred Route between 
CHICAGO 


diols noni 


AND 
DENVER, KANSAS CITY, ST. PAUL - MINNEAPOLIS 


High speed freight service, with direct con- 
nections, makes the Burlington the preferred 
routing between Chicago and key Western gate- 
ways. Here are three good examples: 


CHICAGO - DENVER 


Lv. 12:01 PM (Mon.) 
Ar. Denver 12:30 AM (Wed.) 
Direct connections for: 
Salt Lake City 
Ogden 
San Francisco Bay Area 
Los Angeles 


CHICAGO - KANSAS CITY 
No. 77, The Galloping Ghost 
6:00 PM (Mon.) 
. Kansas City 7:30 AM (Tues.) 


Direct connections for: 
Tulsa 
Oklahoma City 
Dallas 
Fort Worth 
Houston 
Galveston 
El Paso 
Phoenix 


CHICAGO - ST. PAUL - MINNEAPOLIS 


. Chicago 10:00 AM (Mon.) 
. St. Paul-Minneapolis .... 2:00 AM (Tues.) - 


6:30 PM (Mon.) 
. St. Paul-Minneapolis .... 7:15 AM (Tues.) 


Direct connections with GN and NP for: 
Duluth 
Winnipeg 
Spokane 
Portland 
Seattle 


BURLINGTON LINES Everyauhere West 


Burlington Chicago, Burlington & Quincy Railroad 
ait Colorado and Southern Railway 
Fort Worth and Denver Railway 
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LATE NEWS PAGES 


TRAFFIC AND TRANSPORTATION NEWS TOO LATE TO CLASSIFY IN THIS ISSUE 





Judgment Motions Studied 
In Airlines’ Anti-Trust 
Suit Against 42 Railroads 


federal judge on June 19 took 
unijer advisement rival motions 
as ing that he rule in favor of the 
p! intiffs and of the defendants in 
a 545 million damage suit filed by 
the Aircoach Transport Association 
aginst 42 railroads. 


ne suit, docketed as No. 875-57 in the 
U.. district court for the District of 
Co'umbia, is being heard by Judge Joseph 
Cc. AcGarraghy. 

Ir: one motion he took under consider- 
ation, the association asked the judge to 
issue an injunction to bar certain rail- 
road practices the association suit alleged 
toox place in railroad solicitation of mili- 
tary passenger business. It also requested 
a summary judgment in favor of the as- 
sociation. 


In the other motion, the railroads— 
which have denied the association’s 


charges—asked for a summary judgment 
in their favor. 


Judge McGarraghy gave no indication 
as to when he might rule on the motions. 


The association, which represents a 
number of supplemental (nonscheduled) 
airlines, contended in its suit that the 
railroads had used “predatory rate prac- 
tices” in violation of anti-trust laws in a 
conspiracy to deprive the supplemental 
airlines of military business (T.W., April 
13, p. 22). 


The main allegation in the associa- 
tion’s suit was that the railroads agreed 
among themselves to offer “cut-throat” 
rates to the military in an effort to 
defeat the airlines economically. ‘The 
suit contended that the railroads made 
such rates under section 22 of the inter- 
state commerce act and that such rates 
are not “regulated” by the Commission. 
Section 22 permits carriers to carry gov- 
ernment traffic or passengers at free or 
reduced rates. 


Since the section 22 rates were not 
regulated by the I.C.C., the airline suit 
argued, any action that the railroads 
took in concert would be an anti-trust 
violation. 


“The Reed-Bulwinkle act (section 5a) 
does not exempt concerted railroad ac- 
tion respecting section 22 quotations 
from the anti-trust laws,” the associa- 
tion said in its suit. 

The association asked for an injunc- 
tion barring certain alleged railroad 
practices and treble damages for a va- 
riety of asserted economic injuries for 
a total of $45 million. 


Public Financial Support of Suburban 
Rail Service Urged at I|.C.C. Hearing 


Rail Officials, at Third Day’s Hearing in Passenger Deficit Case, 
Tell of Part Played by Commuter Service in Deficit Problem. 
Freedom of Management Seen as Necessary in Obtaining Relief. 


The proposition that communities di- 
rectly benefited by railroad commuter 
services should pay the financial out- 
lay required to maintain those unprof- 
itable services, rather than the rail- 
roads themselves or other patrons of the 
railroads, was advanced at a hearing 
on the railroad passenger deficit problem 
held by a Commission examiner in 
Washington, D.C., on June 20. 

Railroad representatives testified on 
this subject on the third day of a hearing 
conducted by Examiner George B. Van- 
diver in No. 31954, Railroad Passenger 
Train Deficit. The particular phases of 
the I.C.C. investigation under considera- 
tion were: 

Item No. 7—“The effect of suburban 
development and the private automobile 
on the passenger deficit.” 

Item No. 8—“Studies of the political 
and economic forces exerted upon the 
railroads to maintain commutation serv- 
ice and of the corresponding obligation 
of the public with respect to such serv- 
ice.” 

Rail officials testifying the morning of 
June 20 were: John S. Gallagher, Jr., of 
New York City, director of passenger 
research, forecasting and controls for the 
New York Central Railroad; Ernest C. 
Nickerson, of New York, vice president- 
passenger sales and service of the N.Y.C.; 
E. T. Moore, of New York, president of 
the Central Railroad of New Jersey, and 
Walter W. Patchell, of Philadelphia, 
vice-president of research and develop- 
ment for the Pennsylvania Railroad. 

Mr. Gallagher said the country was 
undergoing a “transportation revolution” 
brought about by (1) the automobile, (2) 
the modern public highway, either “tax- 
built or tax-exempt,” (3) the commercial 
airplane, and (4) the modern system of 
“tax-supported controlled airways and 
public airports.” 

In a verified statement submitted to 
the Commission Mr. Gallagher said that 
both government and highway planners, 
in a “grand rush” to provide newer 
and better facilities for the private auto, 
seemed to have overlooked the effect of 
their actions on public transportation. 

He said the new network of state- 
sponsored toll roads in the northeast had 
subjected the railroads to intense com- 
petition, both for passenger and freight 
business. 

On direct examination by John D. 
Morrison, of railroad counsel, Mr. Gal- 
lagher said that increased traffic volume 
in commuter service was not always ben- 
eficial to the railroads. Among factors 
bearing on the question of profitability, 
he said, were the necessity of making up 


new trains and available car capacity 
and station capacity. The making up of 
new and longer trains at peak hours 
could pyramid costs instead of produce 
revenue, he said. 

Mr. Nickerson, in his statement sub- 
mitted to the Commission, said that rail- 
road management must be given the 
same kind of freedom to manage its 
business that was customary with other 
privately owned businesses in this coun- 
try which did not have a monopoly. 

He said that if the public was not will- 
ing to give the railroads freedom to 
manage their suburban business, includ- 
ing withdrawals in instances where sound 
business judgment dictated, then the 
public must be prepared to grant relief, 
if the public sincerely desired its con- 
tinuation. 

“This,” he continued, “could come in 
the form of tax relief or subsidy if 
private operation is to continue, or public 
agencies and authorities could accept 
the responsibility of taking over and op- 
erating suburban hailroad service. 

“The public has learned to accept sub- 
sidy from the government in the case 
of some other forms of transportation; 
with railroad passenger service it is sub- 
sidized now, except this subsidy comes 
principally from the freight shipper 
and/or railroad investors. 

The very nature of commutation serv- 
ice had made it a losing operation for 
the railroads, he said. 

Asked by John R. Turney, counsel for 
the National Coal Association, if tax 
relief alone would permit. the N.Y.C. to 
operate its commuter service successful- 
ly, Mr. Nickerson said that, limiting the 
question to New York City and the West- 
chester County area, complete tax relief 
on railroad-owned property could sub- 
stantially change the present picture. He 
said the question of how the government- 
al bodies would offset the loss of rail- 
road taxes was a separate problem in 
itself. 


Jersey Central Head Testifies 


Mr. Moore, of the Jersey Central, was 
asked by the coal industry counsel if, 
assuming the railroads had freedom of 
action, fares could be revised so as to 
reduce the passenger deficit. Mr. Moore 
said this could be done provided that 
the freedom included the right to dis- 
continue services. 

Asked by Mr. Turney if an increase in 
commuter traffic would increase the 
deficit, Mr. Moore said that any increase 
in peak-hour traffic would increase the 
deficit. 


He said he believed that commuters 
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directly benefited by rail commuter serv- 
ice should pay for the subsidies rather 
than owners or other patrons of the 
railroads. 

Mr. Patchell, of the Pennsylvania, 
testified that without community and 
public help in maintaining essential rail 
suburban services, the privately-owned 
rail systems, in view of the problems and 
competition they faced, could not be 
expected to exist and give good service 
indefinitely. 


Rails Deemed Essential 


He said that studies of the commuter 
situation in New York, Philadelphia, Los 
Angeles, San Francisco, Toronto, Can- 
ada, and southern New Jersey had re- 
sulted in a “considered conclusion” that 
rail commuter services were an essential 
and advantageous part of the transpor- 
tation systems of those areas. 

“But, more importantly,” he con- 
tinued, “they have also recognized— 
under pressure or impending crisis—the 
principle that these transport systems 
must somehow be financially supported 
by the public. 

“If rail commutation services are in 
fact essential, then the public must begin 
soon, in one fashion or another, to make 
it possible for us to provide good service 
at a break-even basis. If they are in 
fact not needed, we should be permitted 
and in fact ordered, to go out of the 
commutation business at once.” 


‘Stand-by’ Role of Rails 


He attributed the decline in railroad 
passengers and the resulting deficit to 
the growing use of the private automo- 
bile. In the last 15 years, he said, the 
adverse effect on rails of automobile, 
highway, and suburban development 
had not been in the loss of total sub- 
urban traffic, “but rather in accentuat- 
ing our stand-by, insurance role in serv- 
ing these metropolitan communities.” 

On direct examination by William B. 
Johnson, railroad counsel, Mr. Patch- 
ell said that commuter trains were now 
being operated with sufficient equipment 
to meet peak requirements, and that 
through trains on the P.R.R. were being 
operated with a maximum number of 
crews and a minimum number of trains 
and that there was no excess capacity 
to meet changes. 

He said there was no hope of increas- 
ing the volume of commuter traffic 
through reduced rates, unless the Ameri- 
can people changed their pattern of 
travel. 


Philadelphia’s Problem 


Mr. Patchell said the Pennsylvania con- 
curred in the findings of a recent study 
by a representative group concerned with 
transportation in the Philadelphia area. 
After a three-year study, he said, it was 
concluded that if the Philadelphia area 
traffic problem was to be corrected and 
the center of Philadelphia was to be 
preserved, the railroads must continue to 
provide insurance for peak loads. He 
said the group found that money and 
space were not available to provide 
throughways and other facilities that 
would put the commuter traffic on rub- 
ber tires and furnish parking space. 

He said the group made the logical 
conclusion that a metropolitan regional 
organization should be established with 
jurisdiction over all forms of passenger 
transportation in and out of the area 
including expenditures for highways. The 
group recommended an integrated trans- 
portation system and an integrated ap- 
proach to the problem, he said. 


(See earlier story on Page 27.) 


LATE NEWS 


Action on Industry-Owned 
Credit Institution Plan 
Deferred by A.T.A. Group 


The American Trucking Associa- 
tions announced on June 20 that its 
executive committee, after an eight- 
months study of the proposal, had 
decided to defer “at this time” the 
establishment of industry-owned 
credit institutions to finance pur- 
chases of truck equipment. 

After hearing a report by Walter F. 
Carey, of Birmingham, Mich., chairman 
of a special industry credit committee, 
that his group had found that capital 
for the project could not currently be 
assembled “at reasonable cost,” the ex- 
ecutive committee unanimously approved 
the recommendation for deferment, said 
the A.T.A., adding: 


“The proposal was launched in October 
last year by truck operators complaints 
that usual credit sources were drying up 
for for them due to the general pinch 
of credit plus the industry’s special needs 
for long-term advances matching the 
normal life of their rolling equipment. 
Most trucking firms being comparatively 
small, it was pointed out, they lacked 
access to the debenture, bond and public 
stock issues variously used by some other 
transport agencies to underwrite growth.” 


Mr. Carey pointed out that in addition 
to high costs for capital, the project 
appeared an unsatisfactory one at this 
time in that it would not create swift 
help for the trucking firms most in need 
of credit in this period, whereas the 
A.T.A. executive group had aimed chiefly 
at that goal in directing the study. 


Carloadings Totaled 746,125 
In Week Ended June 15 


Loading of revenue freight the week 
ended June 15 totaled 746,125 cars, the 
Association of American Railroads has 
announced. This was a decrease of 55,- 
303 cars, or 6.9 per cent, below the cor- 
responding week in 1956, it said, and a 
decrease of 33,832 cars, or 4.3 per cent, 
below the corresponding week in 1955. 

Loadings in the week ended June 15 
were 12,648 cars, or 1.7 per cent, above 
the preceding week. 


Coal loading amounted to 143,622 cars, 
an increase of 630 cars above the cor- 
responding week a year ago, and an in- 
crease of 4,780 cars above the preceding 
week this year, the A.A.R. said, adding: 


Miscellaneous freight loading totaled 354,- 
091 cars, a decrease of 27,109 cars below the 
corresponding week last year, but an in- 
crease of 5,410 cars above the preceding 
week. 

Loading of merchandise less than carload 
freight totaled 53,671 cars, a decrease of 
5,651 cars below the corresponding week in 
1956, but an increase of 550 cars above a 
week ago. 

Grain and grain products loadings totalcd 
47,897 cars, a decrease of 14,124 cars below 
the corresponding week in 1956, but an in- 
crease of 713 cars above the preceding week 
this year. In the Western Districts, grain 
and grain products loadings for the week of 
June 15 totaled 31,311 cars, a decrease of 
11,991 cars below the corresponding 1956 
week, but an increase of 1,094 cars above 
the preceding week. 

Livestock loading amounted to 4,944 cars, 
a decrease of 1,632 cars below the corre- 
sponding week in 1956, and a decrease of 
169 cars below the preceding week this year. 
In the Western Districts, loading of live- 
stock for the week of June 15 totaled 3,337 
cars, a decrease of 1,301 cars below the corre- 
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sponding week a year ago, and a decrease of 
244 cars below the preceding week. 

Forest products loadings totaled 42.119 
cars, @ decrease of 4,983 cars below a year 
ago, but an increase of 787 cars above a 
week ago. 

Ore loading amounted to 89,024 cars, a 
decrease of 339 cars below last year, bu: an 
increase of 441 cars above last week. 

Coke loading amounted to 10,757 cars, a 
decrease of 2,095 cars below a year ago, but 
an increase of 136 cars above a week ag: 

All districts reported decreases comp 
with the corresponding weeks in 1956 
1955, except the Pocahontas. 

Cumulative Loadings 


1957 1956 

Four weeks of Jan. 
Four weeks of Feb. 
Five weeks of Mar. 
Four weeks of Apr. 
Four weeks of May 
Week of June 1 . 
Week of June 8 


Week of June 15 . 746,125 801,428 


Total 16,362,397 17,374,175 


Rio Grande Asks I.C.C. 
Lift Requirement That S.P. 


Solicit Traffic via Ogden 


The Denver & Rio Grande West- 
ern Railroad Co., has asked the 
Commission to eliminate a condition 
it imposed in 1923 as a requisite to 
the control of the Central Pacific 
Railway by the Southern Pacific Co., 
which required the Southern Pacific 
to actively solicit freight traffic for 
movement through the Ogden, Utah, 
gateway in connection with the 
Union Pacific Railroad. 


“Equality of opportunity for all carriers 
to participate in the central-northern 
California traffic routed east or west 
through Ogden is the objective of this 
petition, especially since such action will 
strengthen the S.P.’s Central Pacific 
route, because of intensified solicitation 
by Rio Grande and affected connecting 
lines,” said G. B. Aydelott, president of 
the Rio Grande, in a statement regard- 
ing the action requested of the Commis- 
sion. 


Specifically, the Rio Grande asked, in 
its petition filed in Finance No. 2613, 
Control of Central Pacific by Southern 
Pacific, 76 I.C.C. 508, that the Commis- 
sion reopen for reconsideration, its report 
and order entered in the proceeding on 
February 6, 1923, for the purpose of 
eliminating the assailed condition. 


Condition Imposed 


The condition imposed by the Com- 
mission reads as follows: 


“That the Southern Pacific Co., shall 
cooperate with the Union Pacific Rail- 
road Co. to secure, by active solicitation, 
the routing of the maximum of freight 
traffic via the lines of the Union Pacific 
Railroad Co., and the Central Pacific 
Railway Co., through the Missouri River 
and Ogden, Utah, as parts of one con- 
nected continuous line, between all points 
in California and Oregon, north of and 
including Caliente and Santa Margarita, 
Calif., and south of and including Kla- 
math Falls branch and Kirk, Ore., on 
the one hand, and points north and 
west of a line along the northern boun- 
daries of Oklahoma and Arkansas, to 
the Mississippi River, thence along the 
Mississippi and Ohio Rivers (but not 
including intermediate cities on the Ohio 
River), to Wheeling, W.Va. and thence 
on a line drawn just east of Pittsburgh, 
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Pa., and Buffalo, N.Y., to Niagara Falls, 
a 

“a Rio Grande said that the condi- 
tions and restrictions imposed in the 
Commission’s order approving the control 
of Central Pacific by Southern Pacific 
were adopted for the apparent purpose 
of preventing a restraint of trade and 
disrimination by Southern Pacific 
aga ust the Central Pacific route. 


Statement by Ric Grande 


its statement, the Rio Grande said: 

he Rio Grande did not oppose con- 
tro! of the Central Pacific by the South- 
ery Pacific in 1923, admitting that it was 
no! then in a position to compete from 
the standpoint of service on a compara- 
ble oasis. The Southern Pacific commit- 
ted ‘self to the maintenance of an open 
gat way at Ogden. Competitive joint 
fre ht rates apply via the Rio Grande 
anc its connections, but under the pro- 
visi ns of the Commission’s order the 
So. nern Pacific is compelled to solicit 
anc influence the movement of the maxi- 
mu: amount of traffic via the Union 
Pac '-ic. 

io Grande’s competitive position 
has improved immeasurably due to 
sho: ened lines, speedier schedules, mod- 
ernived facilities and equipment,’ asserts 
R. &. Bradford, vice-president—trafiic. 


Rice, of R. F. & P., Elected 
To Succeed Davis, of A.C.L.; 


Marks Named to Rice’s Post 


W. Thomas Rice, president of the 
Richmond, Fredericksburg and Po- 
tomac Railroad, was elected on June 
20 to be the new president of the 
Atlantic Coast Line Railroad. Mr. 
Rice will succeed Champion McD. 
Davis as A.C.L. president, effective 
August 1. 


Wirt P. Marks, Jr., general counsel of 
the R. F. and P., was chosen the same 
day to succeed Mr. Rice as head of that 
road, also effective August 1. Stuart 
Shumate, R. F. & P. superintendent, was 
named vice-president and general man- 
ager, effective July 1. 

All three actions came in New York at 
separate meetings of the boards of di- 
rectors of both railroads. 

The changes stemmed from an an- 
nouncement on May 31 by Mr. Davis 
that he would retire after 64 years of 
railroad service with the A.C.L. and its 
predecessor, the Wilmington & Weldon 
(T.W., June 8, p. 44). Mr. Davis, who 
will be 79 on July 1, started his railroad 
career with the W. & W. in 1893 as a 
messenger boy. 

Mr. Rice, 45, has been president of the 
R. F. & P. since 1955. He joined the 
railroad in 1946 after military service in 
World War II. He was supervisor of 
track from February 1, 1946, to Sep- 
tember 1, 1946, when he was made super- 
intendent of the road’s yard at Alex- 
andria, Va. 

Mr. Rice became superintendent of the 
R. F. & P. in July, 1949, and served in 
that capacity until he was elevated to the 
presidency in 1955. He began his railroad 
career on August 1, 1934, with the Penn- 
Sylvania Railroad. He ended his military 
service as a lieutenant colonel in the 
Army and was awarded the Legion of 
Merit with oak leaf cluster. 

A native of Virginia, Mr. Rice was born 
at Hague, Va., on June 13, 1912, and was 





‘Requiring Southern Pacific to solicit 
freight traffic preferentially for Union 
Pacific is unlawful discrimination, is con- 
trary to the stated national transporta- 
tion policy and results in undue prejudice 
against the Rio Grande.’ 


“Rio Grande contends that growth and 
development of Pacific Coast and Inter- 
mountain regions demand removal of 
handicaps imposed by discriminatory 
solicitations. 


“‘*Maintenance of the San Francisco- 
Ogden line of the Southern Pacific as a 
one-way road, beneficial alone to Union 
Pacific, is against the public interest and 


no longer should be tolerated,’ Mr. Brad- 
ford concluded.” 


Competitive Service 


In the petition, the Rio Grande said 
that through routes and joint rates, the 
same as apply via the Union Pacific 
routes, now existed and had for many 
years existed for the interchange of 
traffic by petitioner with the Southern 
Pacific at Ogden, thence via Colorado 
common point junctions and eastern 
connections beyond. 


“Petitioner’s service via such through 
routes, is now competitive with and sub- 
stantially equal to that of Union Paci- 
fic,” the Rio Grande said. 





educated at Virginia Polytechnic Insti- 
tute. 

Mr. Marks, 61, has been a Virginia 
lawyer since 1916. In addition to his 
R. F. & P. post, he also has served as 
general counsel of the Richmond Ter- 
minal Railroad Co., among other assign- 
ments. 


State ‘Authority’ Seeks 
Reparation in Complaint 


Against Water Carrier 


A Massachusetts public authority, 
organized to provide transportation 
facilities between New Bedford, 
Falmouth, and the islands of 
Martha’s Vineyard and Nantucket, 
Mass., has accused a water carrier 
of conducting unauthorized opera- 
tions in the trade and asked the 
Commission to award it reparation 
“for the unlawful actions .. . al- 
leged.” 

The complaint ‘was docketed at the 
Commission as W-C-1, New Bedford, 
Woods Hole, Martha’s Vineyard and 


Nantucket Steamship Authority v. Sea- 
road Transport Co., Inc. 


The complainant said that although 
it had increased its rates from time 
to time and had endeavored in various 
ways to attract business, it had never 
been able to earn an income sufficient 
to cover the cost of service. It added 
that the cities and towns served had 
been assessed for the amount necessary 
to make up the deficit. 





With the docketing of this complaint as 
W-C-1, the Commission initiated a new series 
of docket numbers, which, it said, was set up 
to distinguish complaints brought against water 
carriers from other types of complaints. In 
April, the Commission began docketing motor 
carrier rate complaints under formal docket 
numbers instead of MC-C numbers. 





“Any activities of a competing carrier 
which divert revenue from the complain- 
ant will directly result in increasing the 
complainant’s deficit, thereby increasing 
the assessment on the cities and towns 
and contravening the intent of the 
(Massachusetts) statute creating the 
complainant,” it said. 

Notwithstanding the provisions of sec- 
tion 309 of the interstate commerce act, 
complainant said, defendant had since 
August, 1955, operated its vessel, and was 
now operating the same, between 
Hyannis, Mass., and Nantucket, without 
a certificate of public convenience and 
necessity issued by the Commission. 

“The defendant carries a substantial 
amount of freight in its vessel and in- 
tends to increase its operations to the 
greatest extent possible,” it said. “This 
unlawful activity on the part of the de- 
fendant has caused and will cause, so 
long as it is permitted to continue, serious 
damage to the complainant, since the 
property and passengers transported to 
the islands by the defendant from Hyan- 
nis would otherwise be transported in the 
complainant’s vessels from Woods Hole 
(Falmouth).” 

Complainant said that on May 10, 1956, 
the defendant filed with the Commission 
an application for authority to institute 
a “new operation” proposing a regular 
route service between Hyannis and Nan- 
tucket, “(which it had already been 
operating for nine months)” and propos- 
ing irregular route service between Hyan- 
nis and Vineyard Haven on the island of 
Martha’s Vineyard, between Hyannis and 
Oak Bluffs on said island, between Nan- 
tucket and Oak Bluffs, and between Nan- 
tucket and Vineyard Haven. 

“The complainant has been serving 
and now serves all of these ports ade- 
quately, and no need exists for the serv- 
ice offered by the defendant,” complain- 
ant said, adding that it filed a protest 
against the granting of the application. 


After the hearing had been postponed 
a number of times, the complainant 
said, the application was withdrawn. 


“The complainant has expended sub- 
stantial sums in payment of attorneys’ 
fees and expenses and otherwise in 
preparation for such hearing, and ac- 
cordingly the complainant has thus been 
further damaged by the above-described 
actions of the defendant,” it said. 


“By reason of the facts stated in the 
foregoing paragraphs, the complainant 
has been subjected to unlawful competi- 
tion by the defendant, has been dam- 
aged thereby to an extent which can- 
not be accurately determined without 
reference to the defendant’s books and 
records, and has been put to expense in 
connection with the defendant’s pro- 
ceedings before the Commission in the 
sum of $3,369.53. 


“Wherefore, the complainant prays 
that defendant be required to answer 
the charges herein; that after due hear- 
ing and investigation an order be made 
commanding the defendant to cease and 
desist from the aforesaid violations of 
the interstate commerce act, and to pay 
to complainant by way of reparation for 
the unlawful actions hereinbefore al- 
leged the sum of $3,369.59, and such fur- 
ther sums, in view of the evidence to be 
adduced herein, the Commission shall 
determine that the complainant is en- 
titled to as an award of damages under 
the provisions of said act for violations 
thereof, and that such other and further 
order or orders be made as the Commis- 
sion may consider proper in the prem- 
ises.” 


TRAFFIC WORLD 


Cut about two-thirds off the time it 
used to take the average shipment to 
travel through the busy New York 
Central rail junction at Buffalo... 
and you'll know what the railroad’s 
recent $10%-million investment there 
means fo you. 

The money went into 180 acres of 
electronic freight yard alongside the 
Central’s main line in the Frontier 
section east of the city. 

This one sprawling yard—rushed 
to completion in only eight months— 
replaces seven minor freight classi- 
fication centers and one major freight 
terminal in the Buffalo area. 


300% Speed-up 


Your freight moves through the new 


Towerman at Frontier Yard receives teletype Cleveland-bound car starts over the hump to classi- Automatic retarders below 
list of all cars on incoming train. Included is a __ fication tracks after thorough mechanical inspection. the hump gauge “rollability 
carload of valuable merchandise for Cleveland. Car repair facilities are maintained right in the yard. ... then slow car for coupling. 
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New electronically controlled Frontier Yard 
moves freight 3 times faster—with push buttons 






















time it § Frontier Yard 300% faster than the _ located on the hump, so that auto- _prisingly small crew controls them all 
nent to § time i used to take to zigzag through matic retarders may apply proper —thanks to the battery of electronic 
y York & classification in Buffalo. This phe- braking action. Cars are switched to _ aids. 
lo . .. | nomenal speed-up is largely the result the proper outgoing track by an eleéc- Frontier a pioneer 
iIroad’s § Of push buttons, remote control, tronic brain with a faultless memory And Buffalo is just the beginning. 
it there § SAVVy Operation ... and progressive _forinstructions...andcoupled gently | Two more automatic yards—costing 
management. to other waiting cars bound for the a total of $21,000,000—are going up 
cres of Fingertip control same general destination. Then cars _now in Elkhart, Ind., and Youngs- 
ide the § From the time your freight enters the | are moved to one of 21 departure —_ town, Ohio. 
‘rontier @ Yard until it’s outbound for its ulti- ‘tracks . . . where they are picked up These are just a few of the many 
mate destination, human hands hardly _ by waiting train crews. new developments on the New York 
crushed (g (ouch it. Almost 6,000 cars may be accom- Central that will enable you to ship 
vntiee Classification movements for the modated in the yard at one time, and better and faster than ever... at no 
classi- @ 00-odd freight trains that come into 2,750 of them will be classified in an extra charge to you. Ask our freight 
freight the area daily are handled by push — average 24-hour period. Yet a sur- _ salesman to tell you about them. 
button... or on light or radio signal 
from the main control tower. Route of the Early Birds—_ 
The rolling characteristics of each ° 
the new & caf are figured automatically by radar New Yo rk Ce ntra | Ra | | road 








rs below 
lability” 
coupling. 


Last car goes down the hump to join newly made-up Train pulls out for Cleveland and Ohio points— Night and day operation 
train which includes Cleveland shipment. Main east- just one hour and twenty minutes after Cleveland- continues... at the rate of 
west tracks this train will use pass just south of the yard. bound merchandise arrived in Buffalo from the East. one car every 30 seconds! 
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How Air Freight creates new markets 
for Nature’s most exotic perishables 


—_e 


Orchids of Hawaii Sales Promotion Manager, George Matsuda, inspects Cargoliner shipment of tropical flowers and foliage. 


Modern business firms are generally aware of the speed 
advantage of Air Freight. But few have demonstrated 
its marketing efficiency more dramatically than Orchids 
of Hawaii, New York. 

“People are amazed that real orchids can be grown, 
corsaged, packed and shipped by air to destinations 
thousands of miles away for as little as 15¢,” says Orchids 
of Hawaii President, Kei Yamato. “Air transportation 
has opened vast new markets for the 50 items in our line.” 


Examples of United’s low Air Freight rates 


per 100 pounds* 


CHICAGO to CLEVELAND . . 

NEW YORK to DETROIT... 
DENVER to OMAHA ..... beriti-e: aoe 
ee vase WO BOG ANGELES 2. ww ttt et $9.80 
PHILADELPHIA to PORTLAND ......... . $24.15 
SAN FRANCISCO to BOSTON. ........ . . $27.00 
*These are the rates for many commodities. They are often lower for larger ship- 


ments. Rates shown are for information only, are subject to change, and do not 
include the 3% federal tax on domestic shipments. 


$4.78 
$5.90 
$6.42 


Door-to-door service 


Even non-perishables go Air Freight. “By surface 
carrier, our money would be tied up 3 to 4 weeks,” ex- 
plains Mr. Yamato. “Also, via United, we ship from 
Honolulu direct to our four U. S. distributing centers.” 

More and more firms find economic justification for 
regular shipments via Air Freight in values not always 
apparent in the tariff book. And United offers special 
advantages: Reserved Air Freight, door-to-door service, 
the only all-DC-6A Cargoliner fleet. Ship United! 


Van 


AIR LINES 


SHIP FAST...SHIP SURE...SHIP EASY 


For service, information, or free Air Freight booklet, call the nearest United Air Lines Representative or write Cargo Sales Division, United Air Lines, 36 South Wabash Avenue, Chicago 3, Illinois. 


® 
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THE WEEK IN TRANSPORTATION 


News of Significance lo Traffic and Transporvlation Men 


A. T. A. of A. Head Objects: 
}s Proposed Extension of 


ustralian Airline Rights 


tuart G. Tipton, president of the 
Transport Association of Amer- 
has registered his objection to 
terms of an agreement “as al- 
diy” offered by the State De- 
ment to representatives of the 
tralian government in the course 
, discussion concerning an ex- 
‘ded exchange of air rights be- 
en the United States and Aus- 
iia. 


he State Department announced on 
J 15 that air transport talks between 
th: US. and Australian delegates had 
been concluded on that date in Wash- 
ingion “after approximately a month’s 
nec otiations.” 

“The delegations discussed in detail 
the operation of the existing U.S.-Aus- 
tralian air transport agreement entered 
into in 1946, and concluded that, as a 
result of the increased air traffic flow 
since 1946 and also of the changing pat- 
tern of air traffic, a further exchange 
of routes would be of mutual benefit to 
the two countries and their traveling 
publics,” the State Department said in 
its announcement. 

“The US. delegation offered to Aus- 
tralia an extension to New York, and 
beyond to Europe, of its present route 
from Sydney to San Francisco, in re- 
turn for comprehensive additional rights 
to and beyond Australia. 


“As the grant of some of these routes 
was not covered by instructions to the 
Australian delegation, it was found nec- 
essary for it to obtain further instruction 
before an agreement could be concluded.” 


Mr. Tipton’s Statement 


Mr. Tipton issued a statement follow- 
ing the State Department’s announce- 
ment, in which he said that Australia 
“should have and has had trans-Pacific 
air service linking North America and 
Australia.” 


“But the Australian airline has abso- 
lutely no business serving as a trans- 
continental U.S. airline or becoming a 
New York-London airline,” he asserted. 
“In fact, the terms of the agreement as 
allegedly offered by the State Depart- 
ment represent continued State Depart- 
ment reluctance to follow the established 
bipartisan U.S. air policy which has been 
the basis for the development of U.S. 
alr supremacy in commercial aviation. 

“The alleged agreement would weaken 
U.S. air strength not only in the Pacific, 
but across the Atlantic and across our 
Own country as well. The alleged agree- 
ment—which is another example of giv- 
ing something for nothing—makes con- 
cessions which are completely unneces- 
Sary and unwarranted.” 


— 
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Railroad Efforts to Reduce Passenger 
Deficit by Improving Service Described 


Officials Testify at Washington Hearing Held by 1.C.C. Examiner 
On Some Phases of Commission’s Investigation of Deficit Problem. 


Rail Men Cross-Examined by Coal 


What railroads have done and 
plan to do in improving passenger 
equipment and services was told by 
rail officials at a hearing begun in 
Washington, D.C., on June 18, in the 
Commission’s passenger deficit pro- 
ceeding. 


Examiner George B. Vandiver presided 
at the hearing held in No. 31954, Rail- 
road Passenger Train Deficit. Participat- 
ing with the examiner were Commission- 
ers Alan S. Boyd, of the Florida commis- 
sion, and Ewald W. Lund, of the 
Minnesota commission. 

Examiner Vandiver announced at the 
opening of the hearing that prepared 
statements and exhibits which had been 
circulated in advance of the hearing 
would be accepted for the record as veri- 
fied statements, and that he did not ex- 
pect “great cross-examination” since this 
was not “an adversary proceeding,” but 
one for the development of facts. 


The first day’s session was devoted to 
“item 15” of a group of 15 items earlier 
designated as representing phases of the 
passenger deficit problem to be embraced 
in the investigation (T.W., April 13, p. 68). 
Other elements of the deficit picture 
scheduled to be taken up at the ini- 
tial hearing included the effect of subur- 
ban development and the private auto- 
mobile on the passenger deficit; studies 
of political and economic forces exerted 
on the railroads to maintain commuta- 
tion service and the corresponding obli- 
gation of the public with respect to such 
service, and analysis of carriér experi- 
ence in discontinuing trains and in aban- 
donment of lines, stations and agencies. 

The total rail passenger deficit for the 
calendar year 1956 totaled $696.9 mil- 
lion, or 9.5 per cent more than the total 
deficit of $636.7 million for 1955, accord- 
ing to the Commission’s Bureau of 
Transport Economics and_ Statistics 
(T.W., June 1, p. 81). 


Rail Officials Testify 

Railroad representatives whose direct 
statements and exhibits were introduced 
and who underwent cross-examination 
on the first day of hearing were: William 
F. Betts, assistant to the vice-president, 
Bureau of Railway Economics, Associa- 
tion of American Railroads, Washington, 
D.C.; Frederick H. Baird, assistant vice- 


See Late News, Pages 21, 22 
and 23 for other transporta- 
tion news developments. 


Association Counsel and Others. 


president, passenger sales and service, 
New York Central Railroad, New York 
City, and William P. Eckfeldt, manager 
of passenger traffic research of the Penn- 
sylvania Railroad, Philadelphia. 

Extended cross-examination of the 
rail representatives was conducted by 
John R. Turney, of Washington, D.C., 
as counsel for the National Coal Associ- 
ation. That organization had taken a 
critical position with respect to the pas- 
senger deficit on the grounds, among 
others, that the cost of the deficit was 
substantially reflected in the transpor- 
tation charges on coal, one of the heavi- 
est in volume of the revenue-producing 
freight commodities. 

Counsel representing shippers and re- 
ceivers of freight and other interests 
also cross-examined the rail witnesses. 


McDonald Is First Witness 


The first witness on the opening day 
was Walter R. McDonald, long - time 
member of the Georgia Public Service 
Commission, and chairman of the pas- 
senger deficit committee of the National 
Association of Railroad and Utilities 
Commissioners. 

In his prepared statement he said the 
committee believed that its comprehen- 
sive reports issued in the last few years 
would make a valuable contribution to 
the record in the instant proceeding. He 
offered them for the record. 

He said a staff subcommittee of the 
N.A.R.U.C. group was assigned the duty 
of preparing for presentation in the in- 
stant investigation summaries of passen- 
ger train and station agency discon- 
tinuances from 1951 through 1956. Mr. 
McDonald submitted exhibits showing 
these summaries. He said it would be 
impossible to develop with complete ac- 
curacy the “millions of dollars in sav- 
ings to the railroads resulting from these 
numerous discontinuances of railroad 
station agencies,” because of the many 
different bases on which the applications 
were presented to the state commission. 


The N.A.R.U.C. committee acknowl- 
edged, he said that efforts had been 
made by “some few railroads” to im- 
prove and modernize their passenger 
services. He added that the committee 
commended those railroads for their ac- 
tions. 


A.A.R. Official’s Testimony 
The first railroad witness, Mr. -Betts, 
of the A.A.R., said that the nation’s rail- 
roads, in the last quarter-century, had 
spent on new passenger rolling stock 
more than $1.4 billion, two-thirds of 
which had been expended in the last 10 





28 


| TRANSPORTATION WEEK 


years. These expenditures, he said, had 
been made in spite of the fact that rail- 
road passenger business as a whole had 
shown a loss in 21 of the last 25 years. 
He added that since 1934 these carriers 
spent $782 million on passenger cars and 
$600 million on passenger-type locomo- 
tive units. 

In stressing increased unit costs, he 
said that the cost of passenger coaches 
rose from less than $20,000 in 1934, to 
more than $170,000 in 1954, and that aver- 
age dining car costs increased between 
1934 and 1956 from about $30,000 to al- 
most $300,000. 

Mr. Betts said that except for a slight 
increase between 1940 and 1945, when 
equipment was added to take care of 
wartime needs, the trend in passenger 
train car ownership had been steadily 
downward throughout the period of 1932 
to 1956. He said an exhibit he offered 
showed that the decline in seating capac- 
ity had been relatively the same as the 
decline in car ownership. 

In the 25 years from 1932 through 1956, 
he said, 8,894 new passenger train cars 
were installed, an amount equivalent to 
about 25 per cent of the total cars in 
service at the end of 1956. He said that 
new installations in the 11 years, 1946 
to 1956, amounted to 6,168, or more than 
two-thirds of the 25-year total. 

“In addition to spending nearly $800 
million for new passenger train cars in 
the past 25 years,” he said, “the railroads 
have rebuilt and modernized much of 
their remaining equipment to make it 
more confortable and attractive to the 
traveling public.” 


Mr. Betts’ statement was introduced 
as a verified statement, as were other 
statements by rail witnesses, but Mr. 
Betts’ was the only one read in full. 
Objection to a “waste of time and money” 
in reading statements that previously 
had been circulated among parties to 
the proceeding was made by Mr. Turney, 
counsel for the Coal Association. 

Examiner Vandiver explained that the 
instant proceeding was not an adversary 
proceeding and that he did not expect 
“great cross-examination.” The purpose 
was only to develop facts, he said. 


Malcolm D. Miller, of the General 
Services Administration, Washington, 
questioned Mr. Betts regarding some of 
the latter’s figures on railroad invest- 
ment in equipment. After inquiries by 
the examiner and others he said that 
what he was trying to find out was 
whether the railroads were attempting 
to “make this a rate-of-return case.” He 
asked the witness whether his figures 
had been used in connection with any 
analysis or study relating to the reasons 
for decline in passenger traffic or the 
taking off of trains. Mr. Betts answered 
in the negative. 


Mr. Baird, of the New York Central, 
who read parts of his statement, as- 
serted that in spite of an expenditure 
of $200 million since 1931 for new pas- 
senger equipment, the Central had lost 
substantially more money on its pas- 
senger service in recent years than in 
the depression of the nineteen thirties. 
He gave as causes the spiraling of costs 
and “subsidized air and highway compe- 
tition.” Last year, he said, the Central’s 
passenger deficit was $48,476,269, com- 
pared with $8,390,292 in 1936. 


The passenger deficit problem was spe- 


cially serious to the N.Y.C. because of 
the fact that of this railroad’s total train 
miles, 50 per cent were in passenger serv- 
ice, he said. 


Passenger Service ‘No By-Product’ 


“Passenger service has never been a 
by-product on the Central,” he stated. 

The program of modernization and im- 
provement of service on the Central in- 
cluded, he said, the use of lightweight 
trains like the “Xplorer” and the “Aero- 
train”; research activities to gauge travel 
preference of the passenger market; new 
types of food services, and improvement 
of ticketing methods through use of auto- 
matic ticket machines and improved 
reservation handling. 

The N.Y.C.’s experience and research 
indicated, he said, that medium and long- 
haul intercity coach service offered the 
best opportunity to combine maximum 
service to the public with profitable op- 
erations. The future of all of the Cen- 
tral’s passenger services, however, he 
said, would depend in large part on fac- 
tors not fully within the control of rail- 
road managment. These included high 
taxes, direct and indirect subsidies in 
favor of competing forms of transporta- 
tion, governmental policies on carrying 
of mail, parcel post and express traffic, 
inflation, and government regulation, he 
said. 

“In the last analysis, our passenger 
business must be made profitable if the 
public is to enjoy continued and im- 
proved rail passenger service.” Mr. Baird 
said. 


On _ cross-examination, Mr. Turney 
asked the N.Y.C. official if his railroad 
had gone into the economics of estab- 
lishing the new “prototype” or experi- 
mental equipment as against the con- 
ventional light-weight streamline equip- 
ment installed in the last few years since 
the end of World War II. Mr. Baird said 
that studies were now underway on the 
comparative economics of using two 
types of equipment. 


Mr. Turney also questioned the rail 
witness with respect to savings possible 
through elimination of diner, club car 
and other “luxury” services, the consist 
of the Central’s “blue ribbon” trains in 
1956 as compared with 1950, the varia- 
tion of passenger traffic on different days 
of the week, and possible reorganization 
of the Central’s dining and food car 
service to put it on a basis similar to 
that of chain restaurants. 


Competitive Status Clarified 


Mr. Turney, in the course of his cross- 
examination of Mr. Baird, referred at 
different times to services of the Penn- 
Sylvania Railroad. The witness said this 
caused him to wonder if counsel was 
under the impression that the P.RR. 
was Central’s “biggest competitor.” 


The fact was, Mr. Baird continued, 
that the private automobile and the 
private airplane were the biggest com- 
petitors of N.Y.C. In a later discussion 
he added commercial airlines to this 
category. 


The witness was questioned concern- 
ing an exhibit he offered showing that 
between 1946 and the first eight months 
of 1956, the Central acquired 1,782 units 
of passenger service equipment at a 
cost of $121,664,490. Mr. Turney sought 
to learn whether the expenditure was 
justified in the face of passenger serv- 
ice operating deficits. Mr. Baird said he 
was not prepared to answer that ques- 
tion. He referred instead to an exhibit 
showing a decline in the N.Y.C.’s pas- 
senger service train-miles and pas- 
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senger service car-miles for the years 
1946-1955, inclusive. 

In response to questions as to whether 
the N.Y.C. had entered into arranze- 
ments with other railroads for pooling 
of passenger trains, aS an econcmy 
move, and as to whether Mr. Buird 
had attended meetings with representa- 
tives of other carriers to consider s:ich 
pooling, Mr. Baird said there had been 
conversations on that subject with an 
outside agency, but that he had not 
participated. He said the agency made 
a report to the N.Y.C. and the P.2.R, 
on the possibilities of pooling and s me 
proposed resultant economies. 

Mr. Baird said the Central’s continu- 
ing studies of ways to reduce the }as- 
senger deficit were second in importance 
only to the basic problem of increa:ing 
the railroad’s revenues. 

He said that a drastic decline in pas- 
senger traffic, as far as the N.Y.C. was 
concerned, had been arrested and ‘hat 
the road was doing everything it could 
to prevent the deficit from increasinz. 


P.R.R. Improvements 


William P. Eckfeldt, manager Of pas- 
senger traffic research for the Pennsyl- 
vania Railroad, submitted a verified 
statement in which was reported that 
railroad’s progress in improving equip- 
ment and service since the early 1930's. 
He said the total capital investment in 
new and rebuilt passenger equipment 
from 1931 to 1942, excluding electric lo- 
comotives and Pullman Co. acquisitions, 
was $13,500,000. He added that the ef- 
fect of new equipment on patronage in 
that period could not be measured 
with a substantial degree of accuracy. 

World War II brought to a standstill 
all realization of plans for passenger 
equipment replacement, he said, and 
added that during and immediately fol- 
lowing the war the P.R.R. conducted nu- 
merous studies on passenger service. He 
described the installation of a number 
of all-coach trains. 

Mr. Eckfeldt said realization of ex- 
tensive plans for ultimate expansion of 
coach train service was prevented by 
growth of inflation following the war. 


In an exhibit he set forth a record of 
P.R.R. acquisition of passenger train cars 
and locomotives by types of equipment 
from 1945 to date, including diesel and 
other locomotives, coaches, sleeping cars, 
parlor cars, dining cars, lounge and ob- 
servation cars, and head-end cars at 4 
total cost exceeding $121 million. The 
close proximity of this figure to the total 
of $121,664,490 reported as spent by the 
N.Y.C. for passenger equipment between 
1946 and 1956, was noted in the hearing. 


In addition to new equipment, Mr. 
Eckfeldt said, equipment was rebuilt or 
substantially modernized in the same 
1945-1957 period at a cost of $20,806,610. 
The overhauled property included 156 
coaches, 36 dining cars, and 50 suburban 
service cars. 


“One of the principal needs of passen- 
ger-carrying railroads is equipment which 
will be less costly to run and to keep in 
proper repair than the types of equip- 
ment now in general use,” he said. 


Mr. Eckfeldt said the Pennsylvania’s 
lease with the General Motors Corpora- 
tion for experimental operation of the 
“Aerotrain” had terminated and that the 
equipment was being returned to its 
owners. 


Among other improvements in the 
Pennsylvania’s passenger service, he said, 
was the opening last February 23 of the 
New York City ticket sales and service 
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bureau which he described as the largest, 
most modern installation of its kind in 
he world. 

tle said the Pennsylvania still sched- 
yied nearly 800 trains a day over 4,300 
miles of road. 


Expenditure of $121 Million 


ur. Turney, on cross-examination, 

ed Mr. Eckfeldt if he believed the 
ex oenditure of $121 million for passenger 
ec ‘ipment had reduced the road’s pas- 
se ger deficit. The witness replied that, 
ir his opinion, the deficit would have 
been greater if the money had not been 
se spent, because, with the expenditure, 
re enue was protected by the equipment 
a operating expense was reduced by 
u of the equipment. 

‘sponding to another question, Mr. 
Ex -teldt said the decline in P.R.R. pas- 
se: -er traffic had been arrested but that 
h had no opinion as to how much 
lo er the decline was likely to continue. 

*. Miller, of the G.S.A. questioned 
M  Eckfeldt at the beginning of the 
he ving of June 19. 

further discussion took place be- 

tw n Examiner Vandiver and counsel 
wi respect to limiting the cross- 
ex: nination in order to expedite the 
hea: ing. 


‘Item 12’ Discussion Deferred 


ter, the examiner announced that 
at ‘ne request of different counsel con- 
sideration of “item 12” on the agenda 
of the proceeding would be postponed 
to ‘he next hearing to be scheduled in 
the case. 

ITiem 12 concerns an “analysis of the 
experience of the carriers in discon- 
tinuing trains and in the abandonment 
of lines, stations and agencies.” 


At the close of the June 19 session 
Examiner Vandiver brought up the pos- 
sibility of a hearing July 23 in Washing- 
ton to include item 12 and “any other 
left-overs.” It might even be necessary, 
he said, to postpone until that time the 
consideration of “item 8” which related 
to “studies of the political and economic 
forces exerted upon the railroads to 
maintain commutation service and of 
the corresponding obligation of the public 
with respect to such service.” He said 
the rule-making proceeding in No. 32141, 
Separation of Operating Expenses Be- 
tween Freight and Passenger Services, 
had been set for hearing on July 23, and 
that it would bear on item 1 of the 
agenda. That item relates to historical 
development of the Commission’s present 
rules governing separation of operating 
expenses between freight and passenger- 
train service, among other things. 


Further Rail Witnesses 


At the close of the June 19 hearing 
the discussion of item 15 appeared to be 
about completed. The following railroad 
Officials presented their direct verified 


statements on that day and were cross- 
examined: 


Stanley B. Hitchings, passenger traffic 
manager of the Boston & Maine; Hollis 
H. Coyle, assistant comptroller of the 
New York, New Haven & Hartford; 
Harry C. Johnston, assistant general 
passenger traffic manager of the Atchi- 
son, Topeka & Santa Fe; R. M. Gilmore, 
assistant vice-president, system passen- 
ger traffic—public relations, of the 
Southern Pacific; Julius J. Alms, general 
passenger traffic manager of the Chi- 
cago, Burlington & Quincy; R. E. King, 
general passenger traffic manger of the 
Chicago, Rock Island & Pacific; James 
B. Sharpton, assistant vice-president of 


“soll 


the Atlantic Coast Line, and Bernard J. 
Grenrood, passenger traffic manager of 
the Illinois Central. 

Mr. Hitchings, in his verified state- 
ment, said that primarily the Boston 
& Maine’s passenger service was a 
suburban operation fanning out from 
Boston over four main lines from which 
11 branch lines diverged. He described 
equipment purchases in the postwar 
period beginning in 1946 and said that 
in spite of improvements such as new 
de luxe coaches and dining cars the 
road’s passenger patronage continued to 
dwindle on trains carrying this equip- 
ment between Boston and destinations 
in Maine. 

The B. & M. had ordered and antici- 
pated early delivery of a modern low- 
center-of-gravity Talgo train consisting 
of five 3-unit cars and two locomotive 
units, he said. 


‘Blue Ribbon’ Train Data 


When Mr. Turney asked the witness to 
identify the “blue ribbon” trains operated 
by the B. & M., William M. Moloney, 
general attorney of the A.A.R., objected 
to taking up each train of every road 
with a view to finding if it was making 
money, or should be discontinued, and 
other information. 

Examiner Vandiver said that when the 
investigation was completed such infor- 
mation regarding all trains involved 
should be available, and he did not see 
that it mattered whether they were blue 
ribbon trains or not. Mr. Turney re- 
plied that indication of the type of the 
train, as a blue ribbon train, showed the 
quality of the equipment employed. 

Mr. Coyle, of the New Haven, said in 
his statement that in spite of various 
improvements in equipment and service 
which he detailed, the financial results 
of passenger service on that road had 


been growing steadily worse since the 


end of World War II. He said that ex- 
penditures for improvements in equip- 
ment had had no effect on the volume 
of suburban travel and had not pre- 
vented the drying up of branch-line 
patronage. 

“In my opinion,” he continued, “the 
equipment and service improvements 
have been a substantial factor in the 
retention and slight expansion of the 
New Haven’s main-line, long-haul pa- 
tronage, but they have not been success- 
ful in preventing its publicly-aided com- 
petitors from obtaining a larger and 
larger share of the growing potential. 

“Because of the expanded program for 
super-highways and contemplated ex- 
pansion of airports and airways, the 
future promises even less success than 
has been experienced in the past.” 

He said that ways must be found to 
substantially reduce or eliminate bur- 
densome deficits and bring passenger 
operations to a more nearly break-even 
basis if the New Haven was to hold to 
its policy of continuing improvements 
in equipment and services. 


Western Railroads 


The Santa Fe was the first western 
railroad to figure in the testimony. In 
his verified statement, Mr. Johnston, its 
assistant general passenger traffic man- 
ager, said the railroad deemed that 
capital expenditures for equipment 
would serve the two-fold purpose of at- 
tracting more passenger business by of- 
fering better service, and increasing 
earnings by effecting economies that re- 
sulted from utilization of modern rather 
than obsolete equipment. 


“We expended $140,067,923 for pas- 
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senger service equipment including 
diesel power units used solely in pas- 
senger service during the period 1930 to 
1956 of which $88,348,033 was expended 
for various types of light-weight pas- 
senger service equipment,” he said. 

“Generally, installation of new and im- 
proved types of equipment and inaugura- 
tion of faster train schedules stimulates 
passenger travel. Our improvement of 
passenger equipment and service during 
the post-war period contributed to in- 
creased passenger volume when other 
factors affecting rail passenger trans- 
portation were favorable and served to 
retard a decline in passenger volume 
when other factors were unfavorable.” 

Mr. Johnson said reductions in train 
service had been made primarily on 
branch lines where local travel did not 
justify continued operation. He said that 
savings in operating costs more than 
compensated for loss of patronage inci- 
dent to the reductions in service. 

Speaking for the Southern Pacific, Mr. 
Gilmore said that improvements gener- 
ally helped to delay the downward trend 
in rail passenger traffic volume, but that 
over a period of time this downward 
trend had continued and was continuing 
at the present time. 

Mr. Gilmore agreed when Mr. Miller, 
the G.S.A. counsel, said he understood 
that if the railroad had not made the 
improvements described by Mr. Gilmore 
in his statement, passenger traffic would 
have declined more than actually was 
the case. 

Generally, the coach business declined 
less rapidly than the sleeping car busi- 
ness, the witness said. 

He stated that immediately following 
inauguration of new trains and installa- 
tion of new equipment on individual 
trains, there usually occurred either a 
small increase in traffic or an arresting 
of the downward trend, but that the 
halting of this trend usually was tempo- 
rary. 


Deficit Cut Seen Possible 


Asked if there was any possibility of 
reducing the passenger deficit on his 
railroad, Mr. Gilmore said there was, 
through consolidation and through re- 
duction of personnel in instances where 
fewer workers were needed because of 
decline of passenger business. 

Speaking for the Burlington Railroad, 
Mr. Alms said that in order for that sys- 
tem to obtain its share of post-war pas- 
senger traffic, the management took 
steps to progressively replace passenger 
service equipment on all principal trains, 
including suburban, with new or mod- 
ernized equipment. In answer to a ques- 
tion, he said that the management 
thought its progressive replacement 
program retained substantial post-war 
passenger traffic for the road. 


He reported that 10 additional subur- 
ban-gallery type cars had been ordered 
at a cost of $179,855 each, with delivery 
to start in August, bringing the total of 
such cars to 60. 


Mr. Alms, on cross-examination, said 
he believed that secondary and branch 


lines had “little place in our future,” 


although on some lines, like that be- 
tween Chicago and Denver, it was 
necessary to retain some local service, 
including mail and express service for 
intermediate points. 

Mr. King, of the Rock Island, present- 
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ed his verified statement and read a 
description of the railroad’s super-light- 
weight train of the Talgo type called the 
“Jet Rocket.” He said that about Au- 
gust 1 the Rock Island planned to with- 
draw this train from its present route on 
the Peoria line and reassign it to com- 
muter service between Chicago, Blue 
Island and Joliet, Ill. He said the train 
would be assigned to suburban runs 
where its capacity would be sufficient to 
meet the known load factor of that type 
of service. 

“The patronage has been about the 
same as that enjoyed by the previous 
Peoria Rocket, which was a conventional 
streamlined train,” he said. “Our patron- 
age has not been increased by the Talgo 
type of train.” 


Mr. Sharpton, of the Coast Line, 
stated that improved schedules had re- 
sulted in the railroad’s retention of a 
large portion of rail tourist travel between 
the east and Florida. 

He said the operation of new and 
modernized equipment had had a ten- 
dency to “quicken the obsolescence, 
certainly in the public mind, of con- 
ventional equipment and increase its 





distastefulness to the traveling public 
which has built up a resistance to the 
use of such equipment.” 

Since 1946, he asserted, there had been, 
with slight variations, a general decrease 
in volume of both passenger train-miles 
and passenger car-miles on the Coast 
Line. 


Conventional Equipment Wanted 


Mr. Grenrood, in his statement, said 
that the Illinois Central believed the 
conventional light-weight trains as dis- 
tinguished from the super light-weight 
trains were most suitable to I.C. opera- 
tion and that although initial costs rep- 
resented a substantial sum, the railroad 
planned to continue using this type of 
equipment. 

“It is my opinion,” he said, “that good 
rail passenger service as evidenced by 
the improvements we have effected has 
had a marked influence on holding pa- 
tronage to our railroad and on some 
trains has helped to increase the patron- 
age. This is particularly true on our 
long-haul trains.” 

In response to a question put by Mr. 
Turney, the I.C. official said that airline 
competition was a factor to be consid- 
ered in railroad passenger traffic to 
Florida, but that the planes “do not cut 
in much” on the Chicago-New Orleans 
run. 








Trailers of Great Southern 
Carried on F.E.C. Flat Cars 


Trailer-on-flat-car service “made its 
debut in the southeast” on June 12, said 
the Great Southern Trucking Co. and 
the Florida East Coast Railway as they 
announced jointly that on that day 
Great Southern began moving some of 
its trailers between Jacksonville and Mi- 








ami, Fila., 
F.E.C. 

“The first ‘piggyback’ trailers arrived 
in Miami aboard a special eight-car 
train,” the announcement continued. 
“They were immediately sped to their 
final destination. Another set of trailers 
was then loaded for the trip to Jackson- 
ville.” 


Information about the new service was 
contained in a joint statement by H. E. 


over the facilities of the 


Officials of the Florida East Coast Railway and Great Southern Trucking Co. were present in Jackson- 
ville, Fla., on June 12 for the inauguration of what is said to be ‘the first piggyback service in the 
southeast.’ In the photograph, left to right, are: A. A. Jackson, assistant to the trustee of the Florido 
East Coast; John W. Martin, trustee of the F.E.C. and former governor of Florida, and A. E. Greene, 
Jr., vice-president and general manager of Great Southern. In the background, workers tie down a 
G.S.T. trailer on a special F.E.C. flat car for the first trailer-on-flat-car trip from Jacksonville to Miami. 


TRAFFIC Wort 


C. Hawkins, chief freight traffic officer 
of the Florida East Coast Railway, and 
A. E. Greene, Jr., vice-president and 
general manager of Great Southern. he 
latter carrier is a division of Ryder Sys- 
tem, Inc., described in the announce. 
ment as “one of the largest truck ing 
firms in the country and the laryegt 
common carrier in the southeast.” 

“Special ‘piggyback’ facilities have 
been constructed at the Miami and Jack. 
sonville terminals, including trackage 
and ramps for the quick loading and n- 
loading of trailers,” Messrs. Haw)-ins 
and Greene said. “Piggyback service vil] 
be operated daily between the two cities.” 

Mr. Greene said he understood ihat 
“one or more of the railroads opera’ ing 
into Jacksonville from the north are 
giving consideration to railroad piggy- 
back service for truck trailers.” 


Optimistic Outlook Voiced 
For Transport Industry in 
Final Six Months of 1957 


A generally optimistic view of 
business trends, for the last half of 
1957, including those in transporta- 
tion, was voiced at the semi-annual 
press conference on the business out- 
look held by the Chamber of Com- 
merce of the United States in Wash- 
ington, D.C., on June 14. 


J. H. Carmichael, chairman of the 
transportation and communications com- 
mittee of the U. S. Chamber, and presi- 
dent of Capital Airlines, Inc., reported 
on transportation. 

He said that the industry was enjoying 
growth which reflected the high level of 
the general business activity—a growth 
felt in all of the components of trans- 
portation. He said that this was evi- 
dence “of the dependence of the nation’s 
economy on a sound adequate transpor- 
tation industry.” 


All segments of the transportation in- 
dustry would equal or exceed their per- 
formance in 1956, Mr. Carmichael said. 
Generally speaking, he added, in the last 
half of 1957 all segments would equal or 
exceed the results of the first half of 
1957 as it related to volume but “not 
necessarily as relates to profit.” 

As to American-flag ocean carriers 
in the foreign trade, Mr. Carmichael said 
that their 1956 tonnage was at an all- 
time high, and 20 per cent above 1956, 
primarily because of a large increase in 
demand for American products. Ton- 
nage in the first half of 1957, he added, 
continued at high levels, and that those 
levels were expected to continue for the 
last half of this year, with total 1957 
tonnage exceeding that of 1956. 

Tonnage of the inland waterway car- 
riers had increased substantially in the 
first half of 1957, Mr. Carmichael re- 
ported, and that it was expected that 
this trend would carry over into the 
last half of the year, so that the figures 
for the entire year would exceed those 
of 1956. 

He said that oil pipelines in the first 
had “experienced an unusually high 
demand—7.2 per cent above the 1956 
figures.” Mr. Carmichael said it was 
expected that tonnage for the last half 
of 1957 would “return to more normal 
factors,” with total demand below the 
first half of 1957, but with the year’s 
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volume exceeding that of 1956 by about 
5.7 per cent. 


Railroads, Trucks, Airlines 


Yor the first half of 1957, the airline 
oficial said there had been a slight re- 
;.ction in railroad passenger and freight 

fic. For the second half of the year, 
reported, it was anticipated that 
ight volume would equal that of the 
1e period last year, but that there 
ud be a slight decline in passenger 
fic. Profits, Mr. Carmichael added, 
ld hinge largely on the Commission’s 
sion in the pending general rate in- 
se case, Ex Parte No. 206. 


‘e referred to a report of the research 
irtment of the American Trucking 
iciations, Inc., showing intercity gen- 

freight up 0.7 per cent above the 

quarter of 1956 (T.W., June 15, p. 

Mr. Carmichael added that the 
aue returns of the highway carriers 
he last half of 1957 would depend 
ate increases. First quarter revenue, 
aid, was up 8.4 per cent. 


wning to the air carrier field, Mr. 
nichael said that U.S. international 
ers had forecast a substantial im- 
ement for 1957 over 1956, adding that 
} was the highest on record.” He 
that the “travel now, pay later” 

was an important factor in the 
eased tourist travel. 


r the domestic air carriers, Mr. Car- 

nael said they had enjoyed a 10 per 
cent increase in the first half of 1957 
over 1956 and that it was expected that 
the traffic for the entire year would be 
12 per cent over that of 1956. 


However, Mr. Carmichael said, higher 
costs would be felt by those carriers, 
adding that “equipment obsolescence has 
a real effect on financial returns.” He 
said the profits the domestic carriers 
were experiencing “will, perhaps, en- 
danger the ability of the air transport 
industry to face the jet age,” and he 
warned that “gross figures might create 
an illusion that this is a period of pros- 
perity.” 

Regulated industries, Mr. Carmichael 
said, could not “automatically put the 
increase in costs on the consumer,” but 
that increased rates and fares must be 
approved by the regulatory body. Lower 
costs achieved by the industry, he said, 
had been offset by increases, and 
that “the industry as a whole is being 
squeezed.” Government agencies, he 
added, should move expeditiously to as- 
sure a rate of return to enable the car- 
riers to meet the demands of an expand- 
ing economy. 

Philip M. Talbott, president of the 
Chamber of Commerce, presided at the 
conference. Finance and taxes, manu- 
facturing, retailing, construction, agri- 
culture and foreign trade were among 
the subjects covered by other speakers. 

William A. McDonnell, chairman of 
the finance committee of the U.S. Cham- 
ber of Commerce, and chairman of the 
board of the First National Bank in St. 
Louis, St. Louis, Mo., speaking on finance 
and taxes, said that in the first half 
of this year the gross national product 
was running at an annual rate of $430 
billion, and that it would remain at that 
level for the balance of the year. 


A.A.R. Accounting Officers 


Frank E. Martin, vice-president and 
comptroller of the Illinois Central Rail- 
road, was elected chairman for 1957-58 


md 


of the accounting division of the Ameri- 
can Association of Railroads at the con- 
clusion of the division’s annual meeting 
held recently in Dallas, Tex. 

John I. Barnes, comptroller of the 
Baltimore & Ohio Railway, was chosen 
first vice-chairman and Wilbur G. Hunt, 
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general auditor of the Santa Fe Railroad, 
was made second vice-chairman. 


Railroad Consolidations Into 25 Large 
Systems Predicted at T.A.A. Institute 


Macfarlane, Northern Pacific President, Says Consolidations Would 
Increase Efficiency. Other Speakers at St. Paul, Minn., Sessions 
Are D. W. Nyrop, J. L. Burke, L. D. Rahilly, A. C. Ingersoll, Jr. 


Recommendations for consolida- 
tion of railroads, for more coopera- 
tion by the various modes of 
transport in furtherance of their 
“common interest in the right an- 
swers,” for better rates of return 
for the railroads and the scheduled 
air lines, and for a substitute for 
the rail-supported proposal to place 
three “shall-not” restrictions on the 
Commission’s rate-making powers 
were made by speakers at the Mid- 
west Institute of Transportation, 
June 18, in St. Paul, Minn. 


An officer of the Transportation As- 
sociation of America, which, in coopera- 
tion with 24 traffic and transportation 
organizations and chambers of commerce 
in the Twin Cities area, sponsored the 
institute, said that nearly 500 persons 
crowded into the ballroom of the Lowry 
hotel to attend the all-day institute. 

Speakers in the morning session were 
Donald W. Nyrop, president of North- 
west Airlines, Inc., whose subject was 
“Airlines in the Changing World,” and 
L. D. Rahilly, president of the Inter- 
state Motor Freight System, who dis- 
cussed “Highway Carriers in the Chang- 
ing World.” Questions were addressed to 
the speakers in that session, and again 
in the afternoon, by a “quiz team,” the 
members of which were F. L. O’Neill, gen- 
eral traffic manager of the Minnesota 
Mining & Manufacturing Co.; C. E. Ry- 
berg, traffic manager of the Theo. Hamm 
Brewing Co., and George H. Shafer, gen- 
eral traffic manager of the Weyerhaeuser 
Sales Co. Audience discussion, with the 
“quiz team” participating, concluded the 
sessions in the morning and afternoon. 


Speaker at Luncheon 

J. L. Burke, president of Service Pipe 
Line Co., Tulsa, Okla., presented his 
views on the question, “Can We 
Change?”, at a luncheon. W. S. Mos- 
crip, general chairman of the institute 
and president of the Minnesota Dairy 
Industries Committee, presided at the 
luncheon. Harold F. Hammond, of Wash- 
ington, D.C., executive vice-president of 
the T.A.A., presided during the morning 
session. 


Speakers in the afternoon session were 
Robert S. Macfarlane, president of the 
Northern Pacific Railway Co., and A. C. 
Ingersoll, of St. Louis, Mo., president of 
Federal Barge Lines, Inc., and their re- 
spective subjects were “Railroads in the 
Changing World” and “Waterway Car- 


riers in the Changing World.” George P. 


Baker, president of the T.A.A., presided 
during the afternoon session. 

The view that “consolidation of rail- 
roads is the most promising avenue to 
improve operations and provide cheaper 
transportation with better service” was 
stated by Mr. Macfarlane. 

“Consolidation offers many possibili- 
ties of eliminating wasteful and non- 
productive facilities and practices at 
common points,” he said. “Freight and 
passengers can be handled cheaper and 
faster. Consolidation offers railroads an 
opportunity to eliminate duplicate lines 
without depriving any area of railroad 
transportation. 


‘Minor’ Impact on Labor 


“Consolidation can be made without 
disrupting the economy of any particu- 
lar section of the country or individual 
communities. The impact on labor is go- 
ing to be very minor, indeed, since con- 
solidation of major systems must neces- 
sarily take a period of years before there 
can be complete integration of opera- 
tions. Any reduction in personnel would 
occur only over a long period and would 
generally be taken up by retirements and 
normal attrition. 

“No one can predict that consolidation 
will result in reduced freight rates on 
an over-all basis. However, by reducing 
expenses, we can at least prevent future 
rate increases that would be necessary to 
meet constantly increasing costs of la- 
bor and materials. 

“While some of us here may not live 
to see it, I believe that within the next 
15 or 20 years, we will probably emerge 
with around 25 large systems, which will 
be so arranged as to maintain the ad- 
vantage of competition in most areas, 
but avoid unnecessary duplication of fa- 
cilities.” 

Commendation for T.A.A. 

Mr. Macfarlane, as well as the other 
speakers on the program, regarded the 
T.A.A. as an organization through which 
all branches of the transportation in- 
dustry could work effectively toward at- 
tainment of common objectives. He said 
that the T.A.A. was an important factor 
in the shaping of the government’s 
transportation policy. 

In other parts of his speech, Mr. Mac- 
farlane described improvments of termi- 
nals and other facilities which had been 
made in recent years and months by the 
railroads in general and by the N. P. in 
particular. ‘ 

He stated that the N. P. recently had 
constructed a fleet of custom-built “can- 
opy cars” which, he said, hauled “huge 
aircraft wing stub sections for the Boeing 
Airplane Co. . 

“These cars, designed to speed load- 
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ing and unloading operations,” he con- 
tinued, “have removable end plates in- 
stead of doors. ‘They are the newest 
addition to our family of freight carriers 
which includes air-slide hopper cars, 
covered hoppers, mechanical refrigera- 
tor cars, damage-free cars and others. 
Such cars are typical of the specialized 
shipment railroads are furnishing ship- 
pers today. 


New Atomic Light Source 


“This atomic age offers new and per- 
haps even greater possibilities for the fu- 
ture. Recent developments include an 
atomic light source in a small pellet that 
will provide light for switch lamps for 12 
years without maintenance or replace- 
ment; a hot box detector that will dis- 
close the presence of an overheated jour- 
nal in a passing train and send a radio 
impulse to the engineer or conductor, who 
can then arrange for the necessary at- 
tention; a system of closed circuit televi- 
sion that will provide a picture of occur- 
rences miles away; and, who knows, per- 
haps in the not too distant future, an 
atomic powered locomotive .. .” 

After asserting that the railroads’ rate 
of return on net investment in 1956, 3.95 
per cent, had been “grossly inadequate,” 
Mr. Macfarlane discussed rail revenue 
difficulties caused by state commission 
delays on intrastate rail rate increase 
petitions, the federal transportation taxes, 
the “agricultural exemption” provision 
of part II of the interstate commerce act, 
and government aid to competing modes 
of transport. 

He expressed his opinions as to consol- 
idation after having said that the rail- 
roads had “little control over the general 
economy of the country,” that rates were 
largely determined by regulatory bodies, 
and that the railroads, accordingly, would 
have to direct their energies toward in- 
creasing their efficiency. 


‘Critical Area of Conflict’ 


Mr. Ingersoll said in his address that 
“the most important and critical area of 
conflict facing the T.A.A. and the indus- 
tries for which it works is the monu- 
mental problem of regulating competition 
and coordination between carriers .. .” 

He said that a specific need, before 
inter-carrier coordination could become 
an accomplished fact, was “the estab- 
lishment of inter-carrier Bulwinkle com- 
mittees — similar to the Waterways 
Freight Bureau, the Western Trunk 
Lines Committee, the Middlewest Motor 
Freight Bureau and other such groups— 
where joint routes and rates could be 
worked out for application to traffic 
where a coordinated service is needed.” 

After discussion of the controversy 
over the so-called Cabinet committee bill 
and the “shall-not” restrictions on rate- 
making advocated by the railroads, Mr. 
Ingersoll quoted a part of a speech made 
last fall by Commissioner Freas, of the 
I.C.C., in which the commissioner said 
that “if our entire transportation sys- 
tem were under a single control, the first 
thing an efficient management would re- 
quire would be a study of the most eco- 
nomical and efficient ways in which to 
handle the various types of traffic,” and 
that “such an all-embracing company 
would be interested in giving the best 
service at the lowest rate, and not in 
preserving some artificial advantage.” 
Having noted that Commissioner Freas 
had said he was not advocating such a 


company, Mr. Ingersoll said that he him- 
self was not advocating such a company 
either, but that “it does seem to me that 
Mr. Freas has pointed the way toward 
what I consider to be the most promising 
approach to a satisfactory solution of the 
rate regulation controversy.” 

“Let the low-cost carrier set the rate 
for any movement,” he continued. “Let 
the higher-cost carriers set their rates, 
if they choose, at differentials that would 
accurately reflect the difference in value 
of service. Let the shipper choose that 
service which best meets his particular 
needs—and let the chips fall where they 
may! 

Altered ‘Shall-Nots’ Version 


“In other words, I am proposing a 
somewhat altered version of the ‘three 
shall-nots’—a version that runs about 
like this: 

“In the exercise of its power to pre- 
cribe just and reasonable rates, the Com- 
mission should, after thorough investiga- 
tion, let the lowest-cost carrier set the 
rate in any disputed case, without consid- 
ering the effect of that rate on the traf- 
fic of any other carrier, or the relation 
of that rate to the rate of any other car- 
rier, or whether that rate is lower than 
necessary to meet the competition of any 
other carrier. In such a context the clos- 
est possible attention needs to be given 
to defining what is meant by the ‘low- 
cost carrier.’ I should suggest that it is 
the most efficient carrier—the carrier who 
does the job with the least over-all cost 
to all concerned, and with the greatest 
advantage to the shipper, all things con- 
sidered. 

“Another way to say the same thing 
would be to define the low-cost carrier 
as the one who would tend to be favored 
if the rates of all competing carriers were 
each exactly at his own fully-distrib- 
uted costs. This is ‘probably the same car- 
rier who would get the traffic in Commis- 
sioner Freas’ hypothetical all-inclusive 
company ... 

“There is no doubt at all that finding 
satisfactory solutions to the dual prob- 
lem of carrier competition and coordina- 
tion will be a long, hard job—and a job 
that can never be completely finished .. . 
I am convinced that the finest possible 
atmosphere to hatch these solutions is 
in the deliberations of the T.A.A. ...” 


Air Transport Growth 


Mr. Nyrop, of Northwest Airlines, made 
these observations, early in his remarks, 
about the growth of air transportation: 

“In 1938, 23 U.S. air carriers were cer- 
tified to serve 266 cities with a total 
fleet of 345 planes. Today, 54 carriers 
serve 713 cities, and the fleet has grown 
400 per cent—to 1,726 aircraft. 

“During that period the number of 
seats available each day has grown from 
4,800 to 80,500—an increase of 1,577 per 
cent. The number of passengers carried 
has grown from 1,536,000 to 45,943,000 
each year—an increase of 2,891 per 
cent... 

“. . . The airlines ... are putting 
newer and more advanced DC-7C planes 
into service now, and meanwhile are 
ordering even faster and more advanced 
jet aircraft for use in 1960. The airlines’ 
gamble on this next stage of the air 
transport revolution totals about $2.6 bil- 
lion in outstanding orders by US. air- 
lines for 449 jet and turboprop airplanes. 

“Aviation has become America’s larg- 
est industry .. .” 


Airlines and Cost ‘Squeeze’ 


Mr. Nyrop said the airlines’ “cost curve” 
was “creeping closer and closer” to the 
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“upper curve,” representing airline reve- 
nues, on graph paper. Airline manaze- 
ment now found itself close to being 
caught in a squeeze between the two, he 
said. He stated that the average pass«n- 
ger fare in 1938 was 5.32 cents per passen- 
ger mile, but in the first nine months of 
1956 was actually lower, at 5.29 cents a 
mile. Meanwhile, he said, airline costs for 
aircraft engine parts, for gasoline, end 
for labor had continued to rise. 

“The most recent settlement negotiated 
with our union personnel will add about 
$1,700,000 to 1957 costs,” he said. 

“. .. When the problems of the jet age 
are considered, it becomes even more 
evident that the airlines face an eco- 
nomic crisis. 

“This year, and during the first few 
months of next, Northwest Airlines is 
taking delivery on 24 new aircraft—i9 
DC-6B’s and 14 DC-7C’s. The total cost 
of this equipment, including spare en- 
gines and parts, is $57 million. 

“Meanwhile, however, the last of these 
new DC-7’s will not be delivered until 
April of 1958, we are already confronted 
with the necessity of ordering, and mak- 
ing down payments on, the jet aircraft 
that will replace them in 1960 


Cost of New Airlines 


“Long-range jet airplanes such as the 
Douglas DC-8 or the Boeing 707-320 will 
cost in excess of $5 million each—about 
double the cost of the DC-7S’s which 
we are receiving this year, and almost 
four times the cost of a DC-6B. Spare 
engines for these aircraft—and we must 
carry two for each airplane—will cost 
approximately $225,000 each, against the 
$40,000 which we now pay for DC-6B 
engine spares. 

“We estimate that the ground equip- 
ment and facilities, and new equipment 
for our overhaul base, required to support 
a jet fleet, will involve an investment of 
approximately $4,500,000. . . 

“In the days of the Lockheed Lodestar, 
airplane cost per seat at the time of 
original purchase was approximately 
$6,000. With each improvement in 
equipment, this cost mounted. For the 
DC-4 it was $8,700; the DC-6, $11,000; 
the DC-6B, $17,000; the DC-7, $24,000, 
and today we are confronted with the 
necessity for purchasing jet equipment— 
the DC-8 or the 707—at a cost of about 
$46,000 per seat. . .” 

In discussion of “government compe- 
tition in the air transport field,” Mr. 
Nyrop said that operations of the Mili- 
tary Air Transport Service had increased 
from $481 million in 1954 to about $800 
million in 1956, and that in the latter 
year the M.A.T\S. had “cleared an air- 
plane on an oceanic flight on an average 
of every 23 minutes.” 


‘Eventual Goal of M.A.T.S,’ 


“We are now told,” he said, “that the 
eventual goal of M.A.TS. is for 2,- 
000 transport type airplanes, as against 
the 425 four-engine planes operated in 
1954. The total fleet of all U.S. interna- 
tional and domestic certificated airlines 
was only 1,637 airplanes as of last Sep- 
tember. In short, M.A.T.S. proposes to 
build a transport fleet which will sub- 
stantially surpass that of all the US. 
airlines combined .. .” 

Mr. Nyrop said that Japan Airlines 
had obtained from the Export-Import 
Bank credits of more than $24 million 
for the purchase of DC-8’s and DC-7’s 
from the Douglas Aircraft Co., and that 
some of those planes would be flown be- 
tween Tokyo, Japan, and Seattle, Wash., 
“in direct competition with Northwest 
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Airlines.” Mr. Nyrop said he believed 
that “at a time when these credits are 
being extended to our foreign competi- 
tors, the government must also recognize 
its obligation to allow the airlines a rate 
of return adequate to make possible 
our financing of jet equipment through 
the normal commercial channels.” He 
added: 
There is no logic or justice to the 
ting situation, in which it is actually 
a-ier for foreign airlines to obtain jet 
neing from the federal government, 
1 for a US. airline to obtain it from 
rican banks and insurance com- 
es.” 


Legislative Activity 


* Rahilly said it appeared that the 

itry, through its Congress, had 
re-ched “another cycle in time for the 
re -wing and revamping of legislation 

‘eflect the public interest in the 
tre »sportation policy.” 

‘e are fortunate,” he said, “to have 
T...A. as a vehicle where all segments 
of the industry and the public can be 
he:rd, and, more important, can be 
un erstood, and then effective and re- 
spce.ted policy be determined.” 

hiv. Rahilly said that the Commission’s 
“eo structive” approach of preparing ac- 
tua! legislative language had greatly 
facilitated consideration of its legislative 
recommendations by Congress. He dis- 
cussed activity of the T.A.A. with respect 
to proposed legislation to amend sec- 
tion 22 of the interstate commerce act. 
He said it was “decidedly unfair” that 
Michigan and Ohio, as liquor “monop- 
oly” states, should “not only have the 
advantage of section 22 rates, but, in 
addition, the relief from the transporta- 
tion tax, while the private liquor dealers 
in the neighboring state of Indiana pay 
full charges.” He also discussed legisla- 
tive proposals to redefine contract car- 
riage by motor vehicle. 


In his address at the luncheon, Mr. 
Burke said it was his purpose to discuss 
“(1) the importance of all types of trans- 
portation, (2) the changes in all types of 
carriers, and (3) how management can 
meet the challenge of these changes.” 


Mileage of Oil Pipelines 


Speaking of the industry he repre- 
sented, Mr. Burke said that in 1900 there 
were only 18,000 miles of crude-oil lines, 
but that in 1955 there were over 152,000 
miles of crude-oil lines and over 36,000 
miles of products lines—“a total that 
equals five-sixths of the trunk-line rail- 
way mileage in Operation that year.” 

“Too often in the past,” he said, “we 
have thought of joining only industry 
action groups representing our individual 
interests. The partisan position that 
these groups represent appealed to our 
fighting instinct. But their effectiveness 


Was reduced because of this same parti- 
sanship. 


“Today, there is no group representing 
a single type of transportation that is 
strong enough politically and economi- 
cally to gain federal legislation opposed 
by other transportation groups. It was 
possible in the past, but it is not today. 

“When we fight among ourselves we 
reach a stalemate when we go to Con- 
gress. The only way possible to obtain 
beneficial carrier legislation is to recon- 
cile opposing interests—for each to give a 
little for the benefit of all. This necessity 
has called for a radical change in the 
attitudes of those concerned with trans- 
portation problems .. . 


“T.A.A. is one of the most hopeful 


a 
joint-interest endeavors that industry 
supports and it is through the fact that 
it is daily gaining more and more 
strength that I, for one, feel confident 
we can change.” 

Three Suggestions 

Mr. Burke concluded his speech with 
these suggestions: 

“(1) Let’s recognize that nobody else 
changes us; we change ourselves. Some 
managers say you can no more change 
another man’s attitudes and opinions 
than you can change the name of the 
state of Minnesota. And that’s right. 
You can’t. But he himself can. 

“(2) Let’s recognize our interdepend- 
ence in the transportation industry. No 
single man alone, no single company 
alone cuts very much ice in this over-all 
job. Our transportation picture is a 
gigantic mural as big as all outdoors... 
Each type of transport is a highly spe- 
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cialized and intricate part of the whole 
machine. And only when all of us co- 
operate in settling mutual problems will 
the machinery run efficiently ... With- 
out coercion or argument, but with per- 
spective and understanding, we triumph 
when we consider the other fellow’s prob- 
lems and give and take for the common 
good. 

“(3) Let’s recognize that change is the 
key to improvement... In quick but sure 
succession everything in our lives—and 
transportation especially—has been 
transformed by human, animal, mechani- 
cal, electrical, and atomic energy. There 
is no turning back. We in transportation 
— continue to change in order to sur- 
vive.” 


Georgia Court Decides Right-to-Work Point 
Passed Up by United States Supreme Court 


State Supreme Court, in Rail Union Shop Case, Says Workers Do Not 
Have to Pay to Support Ideas, Politics, Candidates They Oppose. Scores 
States’ Rights ‘Invasion.’ Finds Conflict in High Court Decisions. 


The Supreme Court of Georgia, 
upholding the right of railroad work- 
ers to challenge the constitutionality 
of a “union shop” clause, not only 
gave its judgment on a point on 
which the Supreme Court of the 
United States refused to rule—the 
use of money collected by a labor 
union from industrial employes for 
fostering ideas or promoting the in- 
terests of individuals opposed by the 
workers—but said that the decision 
of the U.S. Supreme Court could not 
be reconciled with other decisions of 
that court. 


In addition, the Georgia court said 
that the federal government, by “uni- 
lateral action,” had extended the Com- 
merce Clause of the federal Constitution 
into matters, including the right to work, 
which were remotely, if at all, related 
to interstate commerce. While it said 
it must follow the high court of the land 
holding “the closed shop labor contract 
act valid,” it made its observations con- 
cerning the requirement that state 
courts follow the high federal court “to 
indicate our deep distress over the utter 
helplessness of a free American under 
this law, and our inability to judge his 
cause according to our understanding of 
the Constitution.” 

The Georgia court said it struck it as 
“being a futile gesture” to guard the 
constitutional right of freedom of speech 
and of worship and then sanction denial 
of the right to work “which is the indis- 
pensable economic support without 
which neither freedom could endure.” 

Citing Railway Employes Department 
v. Hanson, 351 U.S. 225, in which the 
Supreme Court of the United States up- 
held a railway labor contract containing 
a “union shop” clause, the Georgia Su- 
preme Court said it did not see a possi- 
bility of reconciling that ruling with a 
“chain of decisions” of the U.S. Supreme 


Court holding that individuals could not 
be denied the right to work because of 
their status—for example, as a Roman 
Catholic priest, a Chinese immigrant, a 
teacher of German, etc. 

In its decision in No. 19685, Looper, 
et al., v. Georgia Southern & Florida 
Railway Co., et al., the Georgia court 
noted that it was held in the Hauson 
case that the union shop clause was 
constitutional, but that the high court 
of the land had reservea judgment as 
to the validity enforceability of such a 
clause if other conditions of membership 
were imposed or if the money paid by 
the workers was used “as a cover for 
enforcing ideological conformity or other 
action in contravention of the First or 
the Fifth Amendments.” 

As to that point, the Georgia Supreme 
Court said: 

“We must render judgment now upon 
this precise question.” 

It added that it did not believe a 
worker could constitutionally be com- 
pelled to contribute money to support 
ideas, politics and candidates which he 
opposed. 

The Georgia court’s decision was in 
two parts. One was a statement; the 
other, an opinion. 


Summary of Decision 


The headnotes to the decision set out 
the two points on which the court found 
in favor of the workers, as follows: 

“1. Where pursuant to terms of the 
employment contract petitioners were 
notified that unless they became mem- 
bers of a labor union within 60 days 
their employment would be terminated, 
the suit to enjoin such action and to 
decree the contract void was not prema- 
turely filed. 

“2. While we must follow the holding 
of the Supreme Court that closed shop 
employment contracts, under section 2, 
Eleventh, of the railway labor act, are 
valid, yet since that court has not held 
that an employe can by such contract 
be required as an alternative to losing 
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his job to join a union will use contribu- 
tions he makes to it to promote ideologi- 
cal and political issues and candidates 
he opposes, we hold that the petition of 
these employes, seeking to enjoin the en- 
forcement of the employment contract 
and decree is void because of such use of 
their contributions, alleges a cause of 
action, and it was error to dismiss the 
same. 


Text of Statement 


The text of the court’s statement fol- 
lows: 


“This is an action for injunctive relief 
to prevent the defendants, composed of a 
number of railroad companies and various 
labor organizations which are the bar- 
gaining agents of the employes of such 
railroad carriers, enforcing a closed or 
union shop agreement entered into by 
the defendants and discharging the peti- 
tioners who are named employes of said 
railroad carriers unless they join or re- 
main members of a union. The petitioners 
also pray that the so-called ‘union shop 
agreement’ be declared void. 

“The petitioners allege that the agree- 


ment requires the employes to join or 
remain members of the various labor or- 
ganizations applicable to their craft or 
trade as a condition precedent to the 
continued employment with the various 
carriers by whom the petitioners are now 
employed and are threatened with dis- 
charge unless the actions of the defend- 
ants in enforcing such contract is en- 
joined. The contract is set out as an 
exhibit attached to the petition and re- 
quires all employes to become members of 


the labor organization party to this agree- 
ment representing their craft or class 
within 60 days after the effective date of 
the agreement. 


“The contract is attacked as being 
illegal, unconstitutional and void, and in 
direct violation of the Georgia right-to- 


work-laws (Code, Ann. Supp. sections 
54-801 through 54-906; Ga. L. 1947, pp. 
616-620), the Fifth and Fourteenth 
Amendments of the federal Constitution, 
and certain named sections of the 
Georgia constitution. 


Use of Dues, Assessments 


“By amendment petitioners further 
allege that the initiation fees, periodic 
dues and assessments which they would 
be required to pay under the closed shop 
agreement will be used in substantial 
part for purposes not germane to collec- 
tive bargaining but to support ideological 
and political doctrines and candidates 
which they are not willing to support 
and can not lawfully be forced to sup- 
port, thus violating their constitutionally 
guaranteed rights of freedom of associa- 
tion, thought, liberty and property; and 
the contract and section 2, Eleventh, of 
the railway labor act (45 US.C.A. section 
152, Eleventh), to the extent that it 
authorizes such union shop agreement, 
are violative of the First, Fifth and 
Ninth Amendments of the Constitution 
of the United States. 


“After consideration of a written mo- 
tion to dismiss brought by counsel for 
the labor union defendants which states 
that petitioners fail to state a claim 
against any defendants upon which 
relief can be granted, citing decisions 
of the federal Supreme Court in support 
thereof; the lower court sustained the 
motion, dissolved a temporary injunction 


previously granted, and dismissed the 
action as to all defendants. The excep- 
tion here is to this final judgment.” 
The text of. the court’s opinion, writ- 
ten by Chief Justice Duckworth, follows: 


“1. The contract complained of was 
effective April 15, 1953. These petitioners 
were notified that unless they became 
members of the union within 60 days 
from the effective date of the contract 
their employment would be terminated. 
This notice accords with a clause in the 
contract. Thus is alleged and shown by 
the petitioners definite impending dan- 
ger of losing their jobs unless this pro- 
cedure which conforms to the alleged 
void contract is halted. While a mere 
apprehension will not authorize resort to 
equity, Railway Emp. Dept. v. Hanson, 
351 U. S. 225, 76 S. Ct. 714, 100 L. Ed. 
——; Mayer etc. of Athens v. Co-op Cab 
Co., 207 Ga. 505 (2) (62 S. E. 2d 906); 
Nottingham v. Elliott, 209 Ga. 481 (3) 
(74 S. E. 2d 93); Armed Forces Service 
Co. v. Petree, 211 Ga. 867 (1) (89 S. E. 
2d 486), yet one is not required to await 
the infliction of the injury before seek- 
ing to prevent it by injunction. Indeed 
these petitioners would have appealed 
to equity too late if they had awaited 
the completion of the 60 days notice pe- 
riod and the overt act of discharging 
them. Mount v. The Great International 
Brotherhood of Locomotive Engineers, 
226 Fed. 2d 604; Sandt v. Mason, 208 Ga. 
541 (67 S. E. 2d 767). 

“While as indicated above this appeal 
to equity for injunctive relief is based 
upon facts and not mere apprehension 
and is therefore not premature, there is 
an additional reason why the judgment 
dismissing the amended petition can not 
be sustained upon the ground it is pre- 
mature, and that is the prayer that the 
contract be decreed illegal and void. 


“2. Section 2, Eleventh, of the railway 
labor act (45 U.S.C.A. section 152, p. 
481) plainly authorizes the embodiment 
of a ‘closed shop’ clause in contracts of 
employment, and in sweeping terms, 
nullifies all state laws in conflict there- 
with. The Supreme Court upheld the 
constitutionality of such a contract under 
the act in Railway Emp. Dept. v. Hanson, 
351 U. S. 225, supra. To uphold a closed 
shop contract the court necessarily ap- 
proved a denial of one’s right to work 
because he is not a member of a labor 
union. 


Conflicting Decisions Cited 


“We do not see a possibility of recon- 
ciling that ruling, which is based solely 
upon the status of the individual which 
is that of non-union and is entirely 
lawful, with the following chain of deci- 
sions of the same court holding that 
one could not be lawfully denied the 
right to work because of his status as 
indicated therein—because he was a 
Roman Catholic priest, Cummings v. 
State of Missouri, 71 U.S. 277, 4 Wall. 
277, 18 L.Ed 356; a Chinese immigrant, 
Yick Wo v. Hopkins, 118 U.S. 356, 6 
S.Ct. 1064, 30 L.Ed. 220; a teacher of 
German, Meyer v. Nebraska, 262 US. 
390, 43 S.Ct. 625, 67 L.Ed. 1042; a freight 
train conductor, Smith v. Texas, 233 
US. 630, 34 S.Ct. 681, 58 L.Ed. 1129; a 
state employe, Wieman v. Updegraff, 
344 U.S. 183, 73 S.Ct. 215, 97 L.Ed. 216; 
a Negro, Steele v. Louisville & N. R. Co., 
323 U.S. 192, 65 S.Ct. 226, 89 L.Ed. 173; 
a teacher in a municipally supported 
school, Slochower v. Bd. of Higher Ed. 
of City of New York, 350 US. 551, 76 
S.Ct. 637, 100 L.Ed. ——. It strikes us 
as being a futile gesture to solemnly 
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declare the sacred and indestructible 
constitutional right of one to freedom 
of speech and freedom of worship, end 
then sanction a denial of that same one’s 
right to work which is the indispensxble 
economic support without which neither 
freedom could endure. One could not 
for long enjoy speaking and worshipping 
freely if he was hungry and was denied 
bread or the means of obtaining it. 


Powers Retained by States 


“Anyone familiar with the experiences 
of the thirteen original colonies uider 
the dictatorial powers of the king as 
expressed in the Declaration of Inde- 
pendence, the reluctance of the states to 
surrender or delegate any powers io a 
general government is evidenced by the 
Articles of Confederation, and the 
demonstrated need for more powers in 
the area where jurisdiction was given 
the general government, will have no 
difficulty in clearly understanding the 
meaning of the Constitution when it de- 
fines those powers and by the Niath 
and Tenth Amendments removes all 
doubt but that powers not expressly 
conferred were retained by the states, 
Even the school children in these original 
states know that solely because of the 
erection by individual states of trade 
barriers inimical to other states, and 
the inability to remove this evil by state 
action, the Commerce Clause, Art. 1, 
sec. 8, par. 3 (Code Section 1-125), in- 
vested the general government with ex- 
clusive jurisdiction of interstate com- 
merce to insure the free flow of com- 
merce across state lines. 


“But claiming authority under this 
clause the Congress, with the sanction 
of the Supreme Court, has projected 
the jurisdiction of the general govern- 
ment into every precinct of the states 
and assumed federal jurisdiction over 
countless matters, including the right 
to work, which are remotely, if at all, 
related to interstate commerce. 


‘Helplessness’ of ‘Free American’ 


“By this unilateral determination of its 
own powers the general government has 
at the same time and in the same manner 
deprived its creators, the states, of powers 
they thought and now believe they re- 
tained. But state courts, irrespective of 
contrary opinions held by their own 
judges which by law are required to have 
had experience as practicing attorneys 
before they can become judges of the law, 
must obey and accept the decisions of 
the Supreme Court of the United States 
pertaining to interstate commerce. We 
believe that a single person armed with 
right—‘the right to work’, should in all 
courts of justice be able to defeat the 
selfish demands of multitudes though 
they be members of a labor union who 
seek to deprive him of that right. We 
would so rule in any case where we are 
allowed jurisdiction. When the Supreme 
Court has, as seen above, held the closed 
shop labor contract act valid we must 
likewise hold, not upon our own judg- 
ment, but solely because we are required 
to follow the Supreme Court ruling. We 
have made these observations to indicate 
our deep distress over the utter helpless- 
ness of a free American under this lav, 
and our inability to judge his cause ac- 
cording to our understanding of the Con- 
stitution. 


Point Open for Decision 
“We now go to the single point raised 
which the Supreme Court has, we be- 
lieve, clearly indicated is still open for 
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decision. The petition of these non-un- 
ion employes alleges that they have been 
notified in accordance with the law and 
the contract of employment that unless 
they become members of a union within 
60 days their employment will be termi- 
nated. It is alleged that the union dues 
aid other payments they will be re- 
gi red to make to the union will be used 
te support ideological and political doc- 
tr ces and candidates’ which they are 
willing to support and in which they 
do 10t believe, and that this will violate 

First, Fifth and Ninth Amendments 
o* ‘he Constitution. 


‘hile Railway Emp. Dept. v. Hanson, 
3 J. S. 225, supra, upheld the validity 
of closed shop contract executed under 
se. on 2, Eleventh, that opinion clearly 
in -ates that that court would not ap- 


pl a requirement that one join the 
un o if his contributions thereto were 
us. as this petition alleges. It is there 
sa ‘Judgment is reserved as to the 
va. ity or enforceability of a union or 
clo -d shop agreement if other condi- 
tio « of union membership be imposed 
or the exaction of dues, initiation fees 
or sessments is used as a cover for en- 
for. ng ideological conformity or other 
act n in contravention of the First or 


the “ifth Amendments.’ 


e must render judgment now upon 
this precise question. We do not believe 
one can constitutionally be compelled to 
contribute money to support ideas, poli- 
tics and candidates which he opposes. 
We believe his right to immunity from 
such exactions is superior to any claim 
the union can make upon him. 


“Accordingly, the trial court erred in 
dismissing the amended petition which 
alleges that such uses will be made of 
dues and other money which as a mem- 
ber of the union petitioners would be re- 
quired to contribute to the union. 

“Judgment reversed. All the Justices 
concur.” 


N.A.R.U.C. Has Convention, 


Discusses Truck Problems 


A panel discussion of “Problems of 
the Motor Carrier Industry” was a high- 
light of the convention of the National 
Association of Railroad and Utilities 
Commissioners, held June 5 through 7 at 
Kansas City, Mo. 


The moderator was R. A. Young, presi- 
dent of Arkansas Motor Freight Lines, 
Inc. Members of the panel were Ralph 
Norgaard, of the Minnesota Railroad 
and Warehouse Commission; Oscar 
Remsberg, of the Minnesota Transporta- 
tion Association; A. W. Larson, of the 
Public Service Commission of Wiscon- 
sin; John Varda, of the Wisconsin Motor 
Carrier Association; Carle Newberry, of 
the Missouri Public Service Commission; 
W. A. Swearengen, of the Missouri Bus 
and Truck Association; John R. Thomp- 
son, of Nebraska State Railway Com- 
mission; Paul Halpine, of the Nebraska 
Motor Carrier Association; Maurice But- 
tram, of the Arkansas Public Service 
Commission; Marion Ward, of the Ar- 
kansas Bus and Truck Association; Leo 
F. Wolfinger, of the Iowa State Com- 
merce Commission, and Paul E. Crouse, 
of the Crouse Cartage Co. 


John C. Hammer, president of the 
NAR.U.C., spoke, and a report on ac- 
tivities of the association was presented 
by Everette Kreeger, assistant general 
solicitor and secretary. 


A 


The following officers were elected: 

William M. Berry, of Arkansas, presi- 
dent; E. L. McClintock, of Missouri, first 
vice-president; N. J. Lesselyoung, of 
Wisconsin, second vice-president, and 
Anson J. Anderson, of North Dakota, 
secretary-treasurer, 


It was voted to hold the 1958 conven- 
tion at Little Rock or Hot Springs, Ark., 
the time and place to be determined 
later. 


Southeast Shippers Predict 
Rise in Loadings, Seek Rail 
Views on ‘Equipment’ Plan 

Carloadings in the territory em- 
braced by the Southeast Shippers 
Advisory Board are expected to be 
5,763, or 0.54 per cent, greater in 
the third quarter of this year than 
in the same period last year, it was 
reported at the board’s one hun- 
dred eighteenth regular meeting 
held June 13 in the Hotel Peabody, 
Memphis, Tenn. 

The 264 persons attending the meet- 
ing were told that 1,076,613 freight cars 


would be needed in the third quarter 
to handle business offered. 


Among the commodity groups in which 
increases were said to be expected were 
aluminum ore and concentrate, 38 per 
cent up from 1956; automobiles and 
trucks, 10 per cent; cotton, 10 per cent, 
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and iron and steel, 35 per cent. It was 
said decreases were expected in, among 
other classifications, cottonseed and veg- 
etable products, 12 per cent down, and 
lumber and forest products, 10 per cent. 

A resolution adopted by the board 
members called on railroads in the terri- 
tory to express their opinions on a pro- 
posed railroad equipment financing plan 
(T.W., May 25, p. 23), in which “a new 
federal agency would put up the money 
to finance equipment purchases.” 


Rail Transportation Service 


T. W. Flickinger, manager of the open 
car section of the car service division 
of the Association of American Railroads, 
presented a review of the nationwide 
rail transportation service picture. He 
said that in the last few years installa- 
tions exceeded retirements by 25,000 cars 
and that the railroads had installed 1,407 
diesel units. With this, he said, he be- 
lieved the railroads could handle all the 
business offered them through proper use 
of freight cars. 


“We have advanced in the techniques 
of expediting rail cars,” he said in re- 
sponse to a question as to what could be 
done to improve rail service. “The coal 
dumper unloading coal at the rate of 80 
cars per hour, the lift truck and pallet 
operations that speed up freight han- 
dling, the push-button yards and the 
CTC (centralized traffic control) opera- 
tions, plus radio communications and 
electronic devices that weigh cars—all of 


Principals at Traffic Club-Shipper Board Luncheon 
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+ crrecenamn capers 


Some of the principal participants in the joint luncheon meeting of the Trans-Missouri-Kansas Shippers 
Board and traffic and transportation groups at Kansas City, Mo., which concluded the boafd’s regular 
meeting there June 6 and 7 (T.W., June 15, p. 31), are shown in this photo taken at the luncheon. 
First row, from left: E. E. Kohlwes, general traffic manager, Standard Milling Co., vice-chairman, 
grain forum; G. W. Long, chief traffic section, Commodity Credit Corp., chairman, grain forum; 
C. Bones Smith, terminal manager, Wilson Truck Co., first vice-president of the Traffic Club of Kansas 
City; R. L. Rowley, traffic manager, Owens Corning Fiberglas Co., traffic club president; J. C. Iselin, 
general traffic manager, Wood Treating Chemicals Co., St. Louis, Mo., general chairman of the 
T-M-K board; D. E. Smith, director, C.S.S. commodity office of the U.S. Department of Agriculture, 
the speaker; W. R. Scott, executive vice-president of the board of trade; and R. E. Clark, Washington, 
D.C., manager of the closed car section in the car service division, Association of American Railroads. 
Second row, from left: W. M. Boring, traffic manager, the Vendo Co., president of the Transportation 
Club of Kansas City; J. H. Blose, A.A.R. district manager at St. Louis, Mo.; P. M. Ashe, traffic manager 
of the A.G.T. division, Westinghouse Electric Corp., the board’s alternate chairman; J. E. Venn, traffic 
manager of the Lily Tulip Cup Corp., Springfield, Mo., board vice-chairman; L. K. Mathews, transpor- 
tation commissioner of the Chamber of Commerce of Metropolitan St. Louis, general secretary 
of the T-M-K board; R. M. Nielson, general traffic manager of William Volker & Co., Burlingame, Calif., 
a past general chairman of the board honored at the meeting; and M. L. Smith, general superintendent 


transportation for the Missouri Pacific Railroad, St. Louis, Mo., contact committee chairman. 
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these modern devices speed up yard 
switching operations and speed up the 
movement of the freight car.” 

Thomas E. Haile, secretary and traffic 
manager of the Growers & Shippers 
League of Florida and general chairman 
of the board, presided at the meeting. 

In his opening remarks, Mr. Haile 
mentioned what he termed “one of the 
current and most perplexing problems” 
of the region—that of the “apparent lack 
of an adequate. supply of class A box 
cars.” He said, however, that reports of 
railroads in the southeast area “indi- 
cate that while daily shortages 
during four weeks in April, 1957, aver- 
aged 339 cars of all types, compared with 
1,214 cars daily during the corresponding 
period of 1956, it was most encouraging 
to observe that definite steps have been 
taken to further alleviate or prevent 
such shortages in the future.” 


Supply of Freight Cars 


F. C. Rummel, district manager of the 
car service division of the A.A.R., said 
there had been a net gain of 1,742 cars 
in ownership of southeast district roads 
over those retired in the three months 
ended April 30. He said that with new 
cars on order the potential supply should 
increase more than 5,000 cars. 

Another speaker was Dr. James W. 
Bennett, Jr., head of the department of 
transportation and public utilities at the 
University of Tennessee. His topic was 
“Education’s Place in Railroading.” 

Col. J. V. Rathbone, Jr., regional direc- 
tor of the southeastern region of the 
Military Traffic Management Agency, was 
appointed chairman of the advisory 
board’s military liaison committee. 


C.A.B. Head to Redistribute 


Aircraft in Time of War 


Secretary of Commerce Weeks, by de- 
partment order No. 139 (revised), has 
delegated authority to the chairman of 
the Civil Aeronautics Board to redistrib- 
ute civil aircraft among the private air 
carriers should some of their aircraft be 
allocated, under Defense Mobilization 
Order VII-5, to the Department of De- 
fense. 


The secretary said the authority was 
conferred on him by section 301(b) (2) of 
executive order 10219 and underlying au- 
thorities, “to formulate plans and pro- 
grams for, initiate actions for, and carry 
out such distribution and redistribution 
of civil aircraft among the civil air car- 
riers as may be necessary to assure the 
maintenance of essential civil routes and 
services after allocation of aircraft has 
been made to the Department of De- 
fense.” 


Curtis Resigns as Aviation 
Adviser to the President 


Edward P. Curtis, aviation planning 
assistant to President Eisenhower, re- 
signed on June 14 to return to private 
life. Lt. Gen Elwood R. (Pete) Quesada, 
a retired Air Force officer, was chosen to 
replace him. 

In a letter, President Eisenhower told 
Mr. Curtis, a former vice-president of 
the Eastman Kodak Co., that he accepted 


the resignation “with deep regret, but 
also with the full appreciation that you 
have completed an important phase of 
the development of adequate aviation 
facilities for our nation in the future.” 

Mr. Curtis was the author of the plan 
for an interim Airways Modernization 
Board which was approved on June 12 
by the Senate interstate and foreign 
commerce committee. He also submitted 
a general proposal,which the committee 
formally acknowledged in the bill to 
create the board, for a permanent federal 
agency to guide development of the 
nation’s air navigation facilities (T.W., 
June 15, p. 85). 


‘Positive’ Presentation 
Of Railroads’ Progress 
Called for by Vollmer 


The railroad industry, in order to 
meet its responsibility for placing 
its story in a positive and dra- 
matic fashion before the country 
should create a new symbol “of the 
real importance of the railroads to 
the communities and the nation” 
to replace the older symbol of the 
railroads—the passenger service— 
said W. G. Vollmer, president of the 
Texas & Pacific Railway Co., in a 
speech at the annual meeting of the 
accounting division of the Associa- 
tion of American Railroads in the 
Statler Hilton hotel, Dallas, Tex.., 
on June 12. 


Mr. Vollmer said that the passenger 
service had been for many years the 
“show window” of the railroad indus- 
try, but that there were now many com- 
munities which did not have passenger 
service, where the passenger depot was 
closed up and where it was no longer 
true, as it had been in the past, that 
the arrival and departure of passenger 
trains were important daily events in 
the lives of the people of those com- 
munities. 


The T. & P. president called for a 
positive presentation of the progressive 
actions of the railroads in all depart- 
ments, rather than the negative ap- 
proach of criticizing, opposing and de- 
fending, which, he asserted, “has had 
little or no effect upon the public trans- 
portation policy.” 


Mr. Vollmer applied his admonition 
that the industry adopt a positive ap- 
proach to the problems he said were 
created by the “socialistic program” of 
providing other types of carriers with 
the “basic facilities used in the conduct 
of their businesses,” saying that oppo- 
sition had produced little, if any, real 
results. It had been, Mr. Vollmer said, 
“a sort of rear-guard action which may 
have delayed the movement somewhat, 
but did not stop it.” 


‘Soul-Searching’ Proposed 

In order that the industry might take 
up its responsibility for bringing to pub- 
lic attention the program under which 
the railroads had spent $12 billion in 
improvements since the end of World 
War II, Mr. Vollmer suggested some 
“soul-searching” along these lines: 

“First: In selling freight and passenger 
services, we should use the positive ap- 
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proach and the progressive promotional 
methods and techniques successfully em- 
ployed by our competition and other large 
industries to win public favor. 

“We should explore and exploit all of 
the inherent advantages of the railroads 
to attract public attention, to create 
public interest and to increase our traffic 
of all kinds. 

“We should encourage new id<as, 
stimulate creative ability and develop a 
carefully planned hard-hitting and hard- 
selling program. 

“In a rapidly changing, highly com- 
petitive business world, new methods «nd 
techniques are essential to progress. 

“Second: We should apply the posi ive 
approach, the hard look and the stimulat- 
ing power of vision to the developmen: of 
new types of equipment for the handling 
and movement of traffic. 

“We should be progressive and aggres- 
sive in the exploration and development 
of every conceivable type of service 
which might attract new business. 

“Imagination, ingenuity and resource- 
fulness should not be dulled by precedent 
or by the temptation to let well enough 
alone. 

Tax ‘Awareness’ 


“Third: The public does not know, 
except in a vague way, that the tax- 
payers are providing the commercial 
airlines with tax-free terminal facilities 
and a national airways safety system, 
while the railroads are required to pro- 
vide similar facilities and services which 
they must maintain and pay taxes upon. 

“The railroads should adopt an aggres- 
sive program designed to create a public 
awareness of this unfair and unsound 
public policy. 

“We should not be content with an 
occasional public statement criticizing 
the economic evils of such a policy. In- 
stead, we should propose corrective 
measures and then use the positive ap- 
proach to win public support of such 
measures. 

“Fourth: The public does not know 
that many municipalities are furnishing 
terminal facilities costing millions of 
dollars . - . provided by the issuance of 
revenue bonds... for the sole and ex- 
clusive use of commercial airlines. This 
financial procedure relieves the airlines 
of the necessity of making large capital 
expenditures for such facilities and of 
paying taxes upon them were they 
privately owned. 

“The railroad should adopt a hard- 
hitting aggressive program designed to 
create a public awareness of this unfair 
situation instead of sitting on their col- 
lective hands. 

“Fifth: The public does not know that 
when all of the costs of developing and 
maintaining inland navigable waterways 
are taken into account, water transpor- 
tation is high-cost transportation, not 
the low-cost transportation it is com- 
monly supposed to be. 

“Since it can be documented effectively 
that inland waterway transportation is 
high-cost transportation, the railroads 
should acquaint the public with that fact 
... not with an occasional critical public 
statement, but with a long-range aggres- 
sive program designed specifically for 
that purpose. 

“Sixth: The people do not realize that 
they are underwriting part of the op- 
erating cost of the commercial airlines 
and truckers when they provide tax- 
supported air terminals and highways. 

“If it were not a highly profitable 
arrangement, the airlines and truckers 
would provide these facilties themse!ves. 
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since they do not, it is evident that the 
existing policy constitutes a subsidy. 

“Since the inland water carriers pay 
no user charges whatsoever, they are 
being subsidized to the extent of mil- 
lions of dollars annually, which means 
that the taxpayers are underwriting part 
of their operating costs. 


The railroads should not deal faint- 

hi -rtedly with this subsidy situation. 
\mple documentary material is avail- 
for the development of a positive 
persuasive program which should 
ai:-aet public attention, create public 
int vest and stimulate public action. 


Regulatory ‘Discrimination’ 
‘venth: The public does not know 


t] the rigid rules and regulations ap- 
pl. .ble to the railroads apply in much 


n fed forms to the other forms of 
tro sportation with which the railroads 
m compete. 

ie public is unaware of this dis- 
C) natory policy. 


he railroads should stand up and 
fis in a hard-hitting, high-principled 
wa. for what it conceives to be right 


an just. . and let the chips fall 
where they may. 

ehth: Progress, which stems from 
fai and vision, creative ability and 
cou age, should be regarded as the in- 
dus‘ry’s most important product. 

“The progress the railroads have 
mé in recent years in roadway and 
equipment, in terminal facilities and 
conmunications, and in accounting 


practices should be dramatized in every 
practical way so as to overcome the ex- 


isting public opinion that the railroads 
are unprogressive, if not in a state of 
decline. 


“We should publicize our progress, not 
neglect it or hide it under a bushel of 
silence. 


‘Positive, Aggressive’ Public Relations 


“Ninth: The adyertising and public 
relations programs of the _ industry 
should be positive and aggressive, hard- 
hitting and forthright; and they should 
be founded upon faith, vision and cour- 
age. 

“Modern methods and the accepted 
techniques of promoting and selling 
should be employed in an all-out effort 
to win public support and understand- 
ing. 

“Instead of scattering its advertising 
and publicity shots, the industry should 
draw a fine and firm bead on the prob- 
lem targets and hold it there unwaver- 
ing and unafraid. 


“Timid policies and mild-mannered 
programs should give way to bold poli- 
cies and positive programs. 

“The major objectives of the industry 
cannot be achieved quickly, easily or 
cheaply, for they are too deep-rooted 
and difficult. But they can be achieved 
ultimately if the railroads are willing to 
move forward together, united in spirit, 
in purpose and in faith, and to spend 
the funds that will be needed.” 


President of O’Boyle Lines 


Heads Tank Truck Carriers 


Frank L. Grimm, president of O’Boyle 
Tank Lines, Washington, D.C., was 
elected president of National Tank 
Truck Carriers, Inc., at a conference of 
American Trucking Associations, Inc., at 
the conclusion of its recent convention. 


Mr. Grimm served as first vice<president 
of the conference last year. He has 
been president of the Maryland Tank 
Truck Carriers Association for the last 
10 years. 


Other new officers are: 


Lester A. Wilsey, president of Indian- 
head Truck Line, Inc., St. Paul, Minn., 
first vice-president; L. A. Odom, board 
chairman of Associated Petroleum Car- 
riers, Inc., Spartanburg, S.C., eastern 
vice-president, and Owen M. Collett, 
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vice-president of the tanker division of 
Pacific Intermountain Express, Oakland, 
Calif., western vice-president. 

Willard L. Lemmon, president of 
Lemmon Transport Co., Inc., Marion, 
Va., was reelected treasurer and C. 
Austin Sutherland was reelected sec- 
retary and managing director. 


Committees of Congress Working Hard 
On Transport Bills, Tabulation Shows 


Hearings Held or Scheduled on 35 of 47 Major Transportation Issues; 
More Sessions in Prospect. ‘Spadework’ Indicates Fruitful Congress. 
Senator Smathers Says Major Issues of ‘Weeks Bill’ Are Still Alive. 


By JOHN B. McDONALD 


A tabulation as of June 19 
showed that the interstate and for- 
eign commerce committees of Con- 
gress were working diligently on 
transportation legislation, having 
held or definitely scheduled hearings 
on 21, or about 80 per cent, of the 
Commission’s 26 separate legislative 
recommendations. 


In addition, hearings had been held 
or scheduled on 14, or two-thirds, of 21 
other major transportation issues pre- 
sented to this first session of the Eighty- 
fifth Congress. 

Although only one of the total of 47 
considered transportation measures—a 
relatively minor Commission recommen- 
dation—had cleared Congress and had 
been signed into law by President Eisen- 
hower, a large amount of “spadework” 
had been done as to other transportation 
bills by the committees to which the bills 
had been referred. 

The bills introduced and worked on so 
far will not die if action on them is 
uncompleted when the first session of 
the Eighty-fifth Congress ends, later this 
year. When the second session of this 
Congress begins, in January, 1958, the 
status of each bill on the “incomplete 
action” list will be what it was at the 
end of the first session. 

If the two sessions of the Eighty-fifth 
Congress end in mid-August, about 10 
legislative months remain, as of June 
19, for Congress to act on 47 transpor- 
tation bills, 35 of which are already in 
various stages of progress, as indicated in 
the accompanying table. 

The I.C.C.’s key recommendations were 
embodied in the first six legislative pro- 
posals in its seventieth annual report. 
It classed these six as of “fundamental 
importance.” 

The Commission’s legislative recom- 
mendation No. 3, embodying proposals 
that section 22 of the interstate com- 
merce act be made inapplicable except 
in times of war or national emergency 
and that section 22 quotations be made 
finally binding on the government on 
their acceptance, was put aside and en- 
tirely different provisions were substi- 
tuted. 


Senate and House committees, in the 
main, killed both of these proposals, re- 
porting to their respecting chambers in- 
stead legislation that would require only 





that section 22 rates—free or reduced 
charges to governmental agencies—be 
made public information at the Com- 
mission. 

Instead of the “on acceptance” final- 
ity proposal of the I.C.C., the Senate 
interstate and foreign commerce com- 
mittee has reported a bill (S. 377) which 
would rewrite the statute-of-limitations 
sections of the interstate commerce act 
so as to set up a general two-year limit 
on government or carrier suits relating 
to government traffic. This had not yet 
been studied by the House interstate and 
foreign commerce committee. 


1.C.C. Proposal Defeated 


Thus, the I.C.C. suffered a defeat on 
its section 22 plans. On the other hand, 
work by Congress indicates a victory for 
the Commission on another of its key 
recommendations. 

In its recommendation No, 2, the Com- 
mission proposed elimination of the pres- 
ent requirement that the Commission ap- 
prove in advance publication of circui- 
tuous-route rates competitive with direct- 
route rates between the same points, by 
rail or by water. This major measure 
was approved without any change by 
the Senate and House interstate com- 
merce committees, was passed in that 
form by the Senate, and on June 19 
was awaiting House action. 

On the other four major I.C.C. recom- 
mendations, the picture was mixed: Only 
a preliminary, to-be-continued House 
hearing had been held on its penalty per 
diem bill; no action had been scheduled 
on its proposal for restriction of agri- 
cultural exemptions; and its proposed 
redefinitions of private and contract car- 
riage were considered in a hearing, but 
were not acted on, by the Senate com- 
mittee. 


On June 19, the remainder of the 
I.C.C. recommendations and the 21 
other selected transportation measures 
were in various stages of action or in- 
action at the Capitol, as shown in the 
accompanying table. 


One Measure Enacted 


The one measure enacted into law 
was I.C.C. recommendation No. 26, pro- 
viding for the awarding of medals of 
honor for acts of heroism on the high- 
ways. The I.C.C. proposed the medals 
for acts involving carriers subject to 
federal safety regulations; the bill as 
signed by the President expanded this 











TRANSPORTATION LEGISLATION IN 1957 


—Its Status as of June 19— 


Interstate Commerce Commission Recommendations 


icc Bill Given — Reported in — — Passed by — Signe: 
Proposal Numbers Hearing Senate House Senate House Into Lew} 


Penalty Per Diem H.R. 3626/S. 942 H. ae —e _— | 
Section Four H.R. 2808/S. 937 S. & H. Yes Yes Yes 
Section 22 H.R. 3233/S. 939 S. & H. Yes Yes Yes 
Redefinition Pvt. Carriage H.R. 5825/S. 1677 S. —— 

Agricultural Exemptions H.R. 5823/S. 1689 No 

Redefinition Cntct. Carriage H.R. 5123/S. 1384 S. 

Railroad Reorganization H.R. 3775/S. 940 H./f 

Motor Carrier Registration H.R. 5664/S. 1490 | S.&H. 

State-lssued Motor Permits H.R. 6084/S. 1720 : 

Term Certificate Authority of ICC H.R. 5661/S. 1458 

Bus Charter Rights H.R. 5660/S. 1459 

Temporary Rights Past 180 Days H.R. 5662/S. 1460 

Motor Carrier Operations H.R. 5331/S. 1461 

Motor Carrier Stock Values H.R. 3625/S. 938 

Contract Carrier Rate Filing H.R. 3774/S. 943 

Revocation of Water Rights H.R. 3773/S. 941 

Redefinition Shipper Groups H.R. 4392/S. 1381 

Freight Forwarder Contracts H.R. 4393/S. 1382 

Freight Forwarder Rights H.R. 4391/S. 1383 

Anti-trust Power Over Contract Carriers H.R. 5329/S. 1385 

Revision of Explosives Act H.R. 5629/S. 1491 ‘ 

Suits Against ICC Orders H.R. 6085/S. 1721 t 

Increase Safety Act Penalties R. 5663/S. 1492 | S.&H. 

Train Brake Regulations R. 5124/S. 1386 | S.&H. 

Locomotive Insp. Appointments .R. 5330/S. 1462 H. 

Highway Medals of Honor .R. 5328/S. 1463 | S.&H. 
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Other Major Transportation Measures 


CECCCCRERCROCHSEECRRDDRRRECERRER EERE eRe eeeeeeeeeS tenecececer eeacecece TIT Oeeceeceeeenee IPL Seetcecccecee Geeeeeneeegene Oenteecccuece oe 


Cabinet Committee Proposals H.R. 5521/S. 1457 No 
Railroad ‘Shall-Nots’ H.R. 5523/No S. Bill H. 
Transport Tax Repeal or Cut Various sone 
Furlough Travel Tax Exemption H.R. 7954/No S. Bill No 
Railroad Retirement Benefit Increase Various S. & H. 
Permanent Rights for Air Cargo Lines No H. Bill/S. 1474 S. 
ICC Appropriations H.R. 6070 S. & H. 
Railroad Accounting Regulations No Specific Bill H. 
Airways Navigation Board H.R. 6855/S. 1856 | S.&H. 
Recompiling ICC Laws S. 695/No H. Bill No 
Daylight Time Schedules S. 1679/No H. Bill S. 
Motor, Forwarder Civil Liability S. 378/No H. Bill S. 
Restrict ICC on Intrastate Rates H.R. 7672/No S. Bill No 
Railroad Roadway Tax Depreciation No Specific Bill H. 
St. Lawrence Seaway Cost Increase H.R. 5728/S. 1174 | S. & H. 
Section 22 ‘Finality’ S. 377/No H. Bill Ss. 
Motor Carrier Through Routes H.R. 1066/No S. Bill H. 
Rail and Water Through Routes H.R. 5384/S. 2129 H. 
1.C. Act Claims Amendment No H. Bill/S. 986 No 
Freight Car ‘Incentive’ No H. Bill/S. 2030 No 
Truck Lease /Mortgage Filings H.R. 4390/S. 2031 H./t 
& S. 375 








*—Reported by subcommittee. **—Reported by subcommittee but shelved by full committee. ***—Withdrawn after Supreme Court 
decision. ****—Hearing held by House ways and means committee in 1956 might provide for action. {—Senate hearing scheduled. 
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to any act of heroism involving motor 
carriers. 

The interstate and foreign commerce 
committees of the Congress have per- 
hans the broadest span of jurisdiction 
of any of the committees—and among 
th most detailed and technical. Look- 
ins at the committee work done so far 
ari promised in the future of this 
Ccogress against this assignment, per- 
so. familiar with transportation legis- 
lai on over a long span of years expect 
th: final score on the Eighty-fifth Con- 
gs to be one of the most fruitful in 
a ng while for the I.C.C. and other 

sportation interests. 


Committees Show Interest 


working hard on the myriad trans- 
tion bills among the great welter 
her measures, the interstate and 
mm commerce committees have dem- 
ated a deep interest in transpor- 
1. But some of the credit undoubt- 
belongs to the I.C.C. for drafting 
1 legislation for each of its recom- 
lations, instead of just sending the 
il report to Congress and waiting 
aff members of the busy committees 
ft bills and get the program rolling. 
» Commission sent these draft bills 
mgress in small groups, thus giving 
eac) a greater individual impact, and 
acc. npanied them with concise state- 
me:is of justifications which were ex- 
panved in detail in “here are the case 
hisiories” testimony by Chairman Clarke 
and other members of the I.C.C. 

To complete this roundup of the 
status of transportation legislation, TraFr- 
ric WoRLD inquired at the Senate and 
House interstate and foreign commerce 
comnittees on June 19 as to the pros- 
pects for further hearings on transpor- 
tation measures. 


The information developed indicated 
(1) that more hearings in both chambers 
were in prospect, although the exact 
details were cloudy, and (2) that while 
the omnibus “Cabinet committee” bill 
apparently was dead in its over-all form, 
some of the legislative proposals it con- 
tained—including the “cornerstone” rate- 
making recommendations—might still be 
considered. 


Senator Smathers, of Florida, chair- 
man of the surface transportation sub- 
committee of the Senate interstate and 
foreign commerce committee, told 
TRAFFIC WorRLD that his group “detiniteiy 
will consider” the rate-making recom- 
mendations in the Cabinet committee 
bill, but added that the bill in its omni- 
bus form “can never be passed.” 

The bill—S. 1457 in the Senate and 
H.R. 5521 in the House—contains the 
many recommendations written by the 
Commerce Department to implement the 
proposals of the Presidential Advisory 
Committee on Transport Policy and 
Organization. The committee’s report 
called for greater freedom of competition 
and recommended a major, many-fold 
revision of the interstate commerce act 
—including the declaration of national 
transportation policy—to accmplish this. 


Asked if hearings scheduled to begin 
June 25 before his subcommittee (see 
elsewhere in this issue) would be the 
last hearings the subcommittee would 
hold in 1957, Senator Smathers said: 
“Let me put it this way, they won’t be 
the end.” He added, however, that he 
was then unable to say what subjects 
might be considered later because of 
difficulty in making long-term plans in 
Congress. 


Asked if the later sessions would in- 





clude the Cabinet committee bil, Senator 
Smathers replied: 

“We're considering that all along. That 
bill contains a lot of recommendations 
that touch on other separate bills (T.W., 
March 16, p. 73) that we’ve considered 
already and the Commerce Department 
witnesses have testified all along as to 
how those other bills could be changed 
to agree with their bill. We're consider- 
ing this testimony.” 

He added that “we’re taking it a bite 
at a time” and that he did not believe 
it possible to pass the omnibus bill “all 
at once.” 

“The thing is so big,” he said, “that 
almost everybody can find some fault or 
other with it and would vote against the 
whole bill if they were sufficiently op- 
posed to even one section.” 


Study of Rate Making Changes 
He said that what most people meant 
when they mentioned “Cabinet commit- 
tee bill” were the rate-making changes 


recommended by the committee, and 
declared: 


“We're going to consider those issues, 
the same principles, but not as part of 
that bill.” 

He said he “hoped” that rate-making 
consideration could take place this year, 
but wasn’t positive it could be worked in. 

Any push for the rate-making changes 
of the Cabinet committee bill in the 


Traffic World will furnish free copies 


of thé accompanying table on trans- 
portation legislation for persons who 
wish to keep a running “scorecard” 
on Congress without marking up this 


issue, or for general reference purposes. 

For copies, write to the Reprint De- 
partment, Traffic Service 
815 Washington 
ton 5, D.C. 


Corporation, 


Building, Washing- 


Senate would be uphill, because Senator 
Magnuson, of Washington, chairman of 
the Senate interstate and foreign com- 
merce committee, has announced his 
opposition to the general idea of them— 
especially the so-called “shall-nots” 
which would limit I.C.C. consideration 
of competitive rate-making issues (T.W., 
June 1, p. 22). 


Gas Bill House Issue 


In the House, staff members of the 
interstate and foreign commerce com- 
mitte said that Representative Harris, of 
Arkansas, chairman of the full com- 
mitte and of the transportation and com- 
munications subcommittee which con- 
ducts the hearings, wanted to hold 
further hearings on transporation legis- 
lation this year but was unable to plan 
them at that time because of delibera- 
tions on a controversial bill to ease 
federal control of independent natural 
gas producers. The full committee began 
executive consideration of the measure 
on June 18. Weeks of public hearings on 
this measure had held up transporation 
legislation in the House. 


In Representative Harris’ subcommit- 
tee, too, the “Cabinet committee issue” 
still simmered as of June 15. The group 
held hearings on the Cabinet committee 
bill in 1956, and earlier this year pub- 
lished a digest of the testimony received. 

It held a hearing in 1957, however, on 
H.R. 5523, a brief bill—introduced by 
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Mr. Harris—which would write into the 
rate-making section of the interstate 
commerce act the prohibitive “shall-nots” 
as they appeared in the original form 
of the Cabinet committee bill. 

This short bill, in effect, would bring 
a change in the national transportation 
policy, as set forth in the transportation 
act of 1940, by wiping out or at least 
drastically reducing the Commission’s 
present mandate to “protect” the “in- 
herent” advantages possessed by the dif- 
ferent modes of transportation. 

The status-of-legislation table accom- 
panying this article is self-explanatory. It 
might be noted that the table, for pur- 
poses of simplification, considers a meas- 
ure reported when the committee has 
voted to report it, whether or not the 
actual report was filed with the House 
or Senate as of June 15. 


1L.C.C, Recapitulation 


In recapitulation, the table showed 
these statistics relating to the 26 I.C.C. 
proposals: 

@ Nineteen have received’ either 
Senate or House hearing, or both, or such 
hearings had been definitely scheduled. 

@ Eight had been reported to the 
Senate. 

@ Five had been reported to the 
House. 

@ Five had been passed by the Senate. 

@ Three had been passed by the 
House. 

@ On five bills, there had been no 
action. 

@ One had been signed into law. 


Action on Other Bills 


For the 21 other measures included, the 
recapitulation—which showed, mathe- 
matically, at least, that the Commission 
measures were getting precedence—was 
as follows: 


@ Fourteen had been subjects of 
hearings in the Senate or the House, 
or both, or were definitely scheduled for . 
hearing. 

@ Seven 
Senate. 

@ Three 
House. 

@ Three 
Senate. 

@ One had been passed by the House. 

e As to five bills, there had been no 
action. 

@ None had been signed into law. 


had been reported to the 
had been reported to the 
had been passed by the 


Shipper Puts Sign in Cars 
To Urge Careful Unloading 


Pemco Corporation, of Baltimore, Md., 
manufacturer of porcelain enamel and 
glaze frits, has announced that as a 
step in its program to prevent damage 
to its products in transit it is stapling 
on the inside of each freight car that 
leaves its plant a sign expressing ap- 
preciation, to those who unload the car, 
for care in handling the freight. 


The sign, reproduced in the picture, 
is described by the company as “a large 
yellow card, 13 inches wide by 11 inches 
deep,” on which is pictured a bathing 
beauty model holding a 100-pound multi- 
wall paper bag of the type in which 
Pemco’s products are shipped. Under 
the heading, “Thanks, Mr. Unloader... 
Your care in unloading this freight car 





40 


| TRANSPORTATION WEEK 


is appreciated! ”’, appears a request that 
the unloader return a business reply card 
which is fitted into die-cut slots in the 
sign. Basic information is filled out 


YOUR CARE IN UNLOADING 
THIS FREIGHT CAR IS APPRECIATED! 


Piease fill in ond return the attached 

Arrival Condition Cord today - it helps 

us give you better service. 

~—PLEASE MAL TODAY — 


«3 UNLOADING TIPS 
re - 


=> 


PEMCO CORP. BALTIMORE 24. MD 


on this “arrival condition report” card 
by Pemco. The customer’s receiving de- 
partment can place a check mark on the 
card to indicate that the load arrived 
satisfactorily, or can indicate on the 
card if any bags were broken or if the 
load shifted. 

“Since a loading foreman at Pemco 
has signed the card, Pemco can keep a 
continuing study of freight car ship- 
ments,” the company says. “The sign 
also carries unloading tips, asking that 
workers inspect the car for loosened 
nails or bolts, that they do not drag bags 
or containers over the car floor, and 
that they use no hooks.” 

Pemco said that it was making a con- 
stant study of car loading procedure 
to reduce damage to its product and had 
succeeded in reducing the average dam- 
age claim for freight cars by 49 per 
cent in the last three years, and that it 
adopted the freight-car sign idea as a 
move to reduce damage “still further.” 


N.S.C. Names 36 Airlines 
As Safety Award Winners 


Thirty-six United States airlines on 
June 13 were named as winners of the 
National Safety Council’s “award of 
honor” for going through 1956 without 
@ passenger or crew fatality in air ac- 
cidents, the council announced. 

The 36 airlines, according to a tabula- 
tion of figures supplied by the council, 
amassed a total 38,893,595,000 passenger- 
miles without a fatality to the end of 
1956, in a total of 259 years of safe opera- 
tion since establishment of each airline 
or “first record.” The annual awards, 
the council pointed out, go only to do- 
mestic, territorial or Overseas carriers 
that fiy scheduled passenger runs. 

Trunk-line air carriers qualified for the 
awards, according to the N.S.C. They 
were: American Airlines, Braniff Airways, 
Capital Airlines, Caribbean-Atlantic Air- 
lines, Continental Air Lines, Delta Air 
Lines, Eastern Air Lines, Mackey Air- 
lines, National Airlines, Northeast Air- 
lines, Pan American-Grace Airways, Pan 
American World Airways, Uraba, Medel- 
lin & Central Airways, and Western Air 
Lines. 

Territorial lines on the award-winner 
list were: Alaska Coastal Airlines, Ellis 
Air Lines, Hawaiian Airlines, Northern 
Consolidated Airlines, Pacific Northern 


Airlines, Reeve Aleutian Airways, Trans- 
Pacific Airlines, and Wien Alaska Air- 
lines. 

Local-service lines receiving the N.S.C. 
“award of honor” were: Allegheny Air- 
lines, Bonanza Air Lines, Central Airlines, 
Frontier Airlines, Lake Central Airlines, 
Mohawk Airlines, North Central Airlines, 
Ozark Air Lines, Southern Airways, 
Southwest Airways Co., Trans-Texas Air- 
ways, and West Coast Airlines. 

The 1956 passenger death rate of 0.62 
deaths per 100 million passenger-miles 
for domestic operations only, marked the 
fifth consecutive year that the rate had 
been below 1, the council reported, add- 
ing that the best previous rate was 0.09 
in 1954. The council said that there were 
four fatal accidents in domestic airline 
operations in 1956, costing the lives of 143 
passenger and 13 crew members, and that 
a midair collision of two airlines over 
the Grand Canyon had accounted for 
128 of the deaths. 

The awards, the council said, were made 
on the basis of official records of the 
Civil Aeronautics Board. The total of 
38,893 million passenger-miles flown with- 
out a fatality was accumulated in sched- 
uled ae operations only, 
it said. 


Public Relations Questions 
To Be Studied at Meeting 
Of Truck-Trailer Builders 


A public relations panel discussion 
and a “brainstorming” session on 
methods to improve the public ac- 
ceptance of truck-trailers have been 
scheduled for presentation at the 
annual summer meeting of the 
Truck-Trailer Manufacturers Asso- 
ciation, July 15, 16 and 17, at The 
Homestead, Hot Springs, Va., A. A. 
Kearney, president of the T.T.M.A., 
has announced. 


Walter Belson, assistant to the presi- 
dent and director of public relations of 
the American Trucking Associations, will 
be moderator of the discussion according 
to the announcement. Panelists will in- 
clude Rex Paxton, director of public 
relations of the Sutherland Paper Co., 
of Kalamazoo, Mich., representing pri- 
vate carriers; L. C. Allman, of Detroit, 
Mich., speaking for the public relations 
and advertising fields; Charles Ray, vice- 
president of Markel Service, Inc., of Rich- 
mond, Va., speaking on highway safety 
and courtesy; Leigh Culley, of the Great 
Southern Trucking Co., Jacksonville, Fla., 
representing common carriers, and 
George Richard Abels, public relations 
manager of Trailmobile, Inc., of Cincin- 
nati, representing trailer manufacturers. 

Walter H. Judd, now serving his eighth 
consecutive term as a member of Con- 
gress from Minnesota, will make the 
keynote address, and Ewan Clague, com- 
missioner of the Bureau of Labor Sta- 
tistics, will speak on “Current Economic 
Trends.” 

Harold M. Hock, of the U.S. Bureau of 
Mines will present “A Dissertation and 
Demonstration on the Dangers of Static 
Electricity.” Cloyd Steinmetz, of the 
Reynolds Metals Co., Louisville, Ky., 
will discuss sales training for the truck- 
trailer industry. 


J. H. Kennedy, superintendent of the 
safety engineering department of the 
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United States Fidelity and Guaranty Co, 
will present awards to the winner and 
five runners-up in the 1956 plant safety 
award contest conducted by the 
T.T.M.A. 


Common Directors for Ship 
Line, Shippers, Not Banned 
By Law, Says Justice Dep’t 


Senator Neuberger, of Oregon, has 
expressed himself as regretful tat 
a response of the Department of 
Justice to a request he had made for 
views on the corporate relationships 
between Matson Navigation Co. and 
Hawaiian pineapple and other 
Hawaiian shippers did not ccver 
enough ground. 


The senator referred to proposed in- 
creases in commodity rates from, to 
and between U.S. ports and ports in 
the Hawaiian Islands ranging up to 
13 per cent on lumber, and amounting 
to 4 per cent on pineapples. In his 
letter to the department, the senator 
said that the proposed pineapple rate 
was “negotiated,” and that the fact that 
there were interlocking directors of the 
shippers and the shipping line made 
negotiation of such rates a simple mat- 
ter. 


The department replied that it did 
not find the corporate relationships be- 
tween Matson and the shippers violative 
of the anti-trust laws, since there would 
be no competition between the ship line 
and the pineapple shipper which might 
be eliminated. 


Senator Neuberger said he regretted 
that the department’s response did not 
concern itself with the restrictive effects 
of “the vertical integration existing in 
the corporate structures of Matson and 
the big shippers of pineapple.” He said 
he was opposed to private or collateral 
agreements which were to the disad- 
vantage of lumber shippers and that he 
planned to keep a watchful eye on the 
rates finally determined for shipments 
of pineapple and lumber between-Hawaii 
and the US., adding that one of the 
great problems confronting the Pacific 
northwest lumber industry was high 
freight rates by both water and land 
transportation. 

The rates to which the senator re- 
ferred were before the Federal Maritime 
Board in No. 808, Pacific Coast [Hasaiia 
and Atlantic] Gulf Hawaii General In- 
crease in Rates. The carriers have 
agreed not to put the increased rates 
into effect prior to July 15. 


Department of Justice Reply 

Victor R. Hansen, Assistant Attorney 
General, Anti-Trust Division of the De- 
parment of Justice, in reply to Senator 
Neuberger, observed that the F.MB. 
had received from Congress the exercise 
of rate-making power and that, if the 
shippers of lumber believed that the 
increased rates on lumber were too high, 
they “have a remedy,” but that they 
must await the F.M.B.’s action in the 
revenue proceeding” and then file 4 
complaint with the board. 

“It is not unusual for carriers to con- 
fer with their patrons respecting the 
level of rates,” Mr. Hansen said. 

He again referred to the responsibility 
of the F.M.B. to determine whether the 
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rates were just and reasonable and 
otherwise lawful under the 1916 shipping 
act and the 1933 intercoastal shipping 
act, and “not by anti-trust considera- 
ticns alone.” 


Interlocking Directorates 


\s to the interlocking directorates re- 
‘ed to by Senator Neuberger, Mr. 
sen said: 

The Clayton act, section 8 (15 U.S.C. 

does denounce certain interlocking 

torates. In substance, that section 

he act provides that no person shall 

ne same time be a director in any 

corporations if such corporations, 

rtue of their business, are competi- 

so that the elimination of competi- 

by agreement between them would 

itute a violation of any of the pro- 

as of any of the anti-trust laws. 

‘ring the above standard to the facts 

t forth in your letter, it would seem 

the same person could lawfully be 

ector of Matson and also a director 

pineapple concern, because Matson’s 

iess is that of furnishing transporta- 

while that of the pineapple concern 

it of processing and selling canned 

Realistically and logically it can- 

ve said that the business of trans- 

por tion competes with a canning con- 

cel and hence there is no possible 

competition to be eliminated. 

inally, we have made a diligent 

search to find a federal statute that pro- 

hibi's a director of a shipper or of a re- 

ceiver from being a director of a com- 

mon carrier by water. We are unable to 

locate such a statute. In the light of the 

conients of your letter and on the basis 

of the foregoing discussion, we are of the 

opinion that the conduct of the com- 

panies mentioned in your letter is not 
violative of the anti-trust laws.” 


C.& N. W. Calls Stockholders’ 
Meeting on L. & M. Merger 


A special meeting of stockholders of 
the Chicago & North Western Railway 
Co. will be held on October 22, in 
Chicago, to consider ratification and 
approval of a resolution by the railroad’s 
board of directors proposing merger of 
the Litchfield & Madison Railway Co. 
into the North Western, according to 
announcement by Ben H. Heineman, 
chairman of the latter. 

The resolution was presented by the 
board of directors at the annual meet- 
ing of North Western stockholders, held 
in Chicago on May 21. (T.W., June 1, p. 
33). 

In his call for a special meeting of 
stockholders, Mr. Heineman said that the 
North Western had already acquired 
97.4 per cent of the total of 180,000 shares 
of the L. & M.’s common stock, at a 
price of $44.4444 per share. 

Mr. Heineman said that, although the 
two railroads benefited from coordinated 
operations in interchange, consolidation 
through merger into one system would 
make additional benefits possible, and 
enhance the earnings potential of the 
North Western. 


W.T.L. Committee Delays 
Port Allowance Decision 


The Western Trunk Line Committee 
announced June 14 that it had post- 
poned, until its next hearing beginning 


Pd 


July 23, consideration of a proposal, 
E-216-619, to cancel car loading and 
unloading allowances on import and ex- 
port freight at Chicago and five other 
ports on the Great Lakes (T.W., June 
8, p. 20). 


In the meantime, at the request of 
the Chicago Regional Port Authority, 
W.T.L. and Illinois Freight Association 
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railroads have docketed a proposal for 
@ loading and unloading allowance of 
up to one dollar a ton at Chicago (T.W., 
June 15, p. 39). 


A.P.L. Emphasizes Safe Cargo Handling, 
‘No Waiting,’ at Mission Rock Terminal 


Those who designed the new Mis- 
sion Rock Terminal of American 
President Lines, on the San Fran- 
cisco waterfront, dedicated their 
planning to the proposition that idle- 
ness of freight vehicles, as a result 
of having to wait to load or unload 
cargo, is costly and wasteful and 
must be avoided. 


A.P.L. executives say that the $6 million 
terminal is “designed and constructed 
for the present age—to provide the swift 
and easy loading and unloading of pres- 
ent-day trucks and trailers, railroad cars, 
barges and ships.” As to effectuation of 
the engineers’ plan for service, without 
waiting, to the various types of carriers 
using the terminal, A.P.L. officials say 
that operations at Mission Rock on “a 
typical day” give the answer. 

“On a recent Friday,” they report, “the 
terminal received 1,352 freight tons for 
five different vessels. The same day it de- 
livered 1,272 freight tons discharged from 
five ships, and, in addition to that, han- 
dled the stores and baggage for two ves- 
sels, one of the S.S. ‘President Wilson’. 
During another recent 24-hour period, a 
total of 1,372 trucks used Mission Rock 
Terminal. 

“This means speed and efficiency. It 
means, in other words, that little and big 
vehicles can maneuver on Mission Rock, 
that all vehicles can load or unload 
and get rolling, that you save your driv- 
ers’ time and your firm’s money.” 

According to A.P.L., freight is moved 
at the floor level of freight cars and at 
the tailgate level of trucks, to or from 
the sheds, and ramps provide quick and 
easy access to sheds for small trucks 
and other cargo-handling equipment. 
The steamship line says that multiple 
rail tracks on both land and water sides 
of all four sheds at the terminal provide 
quick and efficient handling of open 
cars, with sufficient trackage to handle 
multiple-car loading and discharging at 
all times. 

D. H. Peters, terminal agent for A.P.L., 
says that A.P.L. has recently installed at 
Mission Reck “three reefer compart- 
ments totaling 4,000 cubic feet for per- 
ishables, ranging in controlled temper- 
atures from zero to 65 degrees, as a 
convenience to shippers and consignees 
in avoiding overtime costs, in case of 
emergency week-end or holiday dis- 
charge or loading.” 

Speaking of avoidance of “waits in 
line” for trucks at the terminal, Mr. 
Peters said that “a manufacturer, even 
from a distance, found that each of his 
trucks would average an extra day by 
coming to this terminal—good news also, 
to truck-carriers looking for added rev- 
enue.” 


The terminal comprises 22 acres of 
organized wharf area built on a 29-acre 


rock, with a spacious central control area 
providing ample space for turning, load- 
ing or unloading, sorting, or maneuver- 
ing by vehicles of all sizes. Mr. Peters 
says that traffic flows smoothly through 
the four large, open-end transit sheds. 

If storage is required, Mission Rock 
enables shippers to get “lowest rates for 
fire insurance,” the steamship line says. 

An innovation at Mission Rock, to pre- 
vent pilferage of cargo, is the establish- 
ment of a “security personnel” force at 
the terminal. A.P.L. says that its “Mis- 
sion Security Personnel” is “a corps of 
carefully chosen and trained career men 
whose proud profession is the protection 
of our clients’ property.” 

“They are men of high caliber, 
schooled in the modern arts of crime 
prevention,” it says. “Their vigilant, all- 
seeing cycle-patrols never cease, day or 
night.” 

‘National Bastion’ 


A.P.L. describes the 29-acre “Rock” as 
a natural bastion which, except for the 
controlled entry, is completely sur- 
rounded by water. 

The men who make Mission Rock 
Terminal “tick” and who have the know- 
how for expediting cargo “because 
they’ve come up the experience way,” 
A.P.L. says, are: 

Mr. Peters, the terminal agent who 
has served with A.P.L. more than 25 
years; R. H. MacDonald, assistant to 
the terminal agent; E. Gibson, E. P. 
Gillespie, H. G. Knudsen, H. J. McManus, 
L. F. Miller, F. C. Silva, A. J. Spears, 
and W. E. Whitney. 

The shape of the “rock” on which the 
terminal is situated, as it would appear 
in an aerial view, may be visualized by 
drawing a right-angled triangle with 
a base about three inches long and the 
perpendicular side about 7% inches high, 
and then, from a point about midway 
on the hypotenuse, extending upward a 
line parallel to, and approximately half 
the length of, the perpendicular side of 
the triangle. 

Mission Rock Terminal, viewed by the 
Board of State Harbor Commissioners 
as an important part of the San Fran- 
cisco port improvement program, is as- 
signed exclusively to the global fleet, 
cargo and passenger, of American Presi- 
dent Lines. 


‘AeroTrain’ to Be Returned 


To General Motors June 30 


The General Motors ‘“AeroTrain,” 
which has been making daily round trips 
between Philadelphia and Pittsburgh, 
Pa., will be returned to General Motors 
June 30, according to an announcement 
by Walter W. Patchell, vice-president— 
research and development of the Penn- 
sylvania Railroad. 

“We have now had over a year’s ex- 
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perience with the passenger acceptance 
and operating efficiency of this new type 
of equipment, which will be invaluable 
to us in our continuing efforts to develop 
the trains of tomorrow,” he said. “The 
electromotive division of General Motors 
has made a significant and substantial 
contribution to the railroad industry by 
building the AeroTrains and leasing 
them to several railroads for operation in 
various types of passenger service.” 


‘Coordination’ Advice Given 
To Michigan Motor Freight 
Claim Group by J. C. Beuker 


(From Chicago Bureau of Traffic World) 


Pinpointing “human errors” that 
cause damage to freight is one way 
in which claim departments of trans- 
portation companies can aid their 
sales and operating departments in 
combating loss of profits through 
claim payments, according to J. C. 
Beuker, office manager and general 
claim agent for the Doyle Freight 
Lines, of Saginaw, Mich. 


Discussing claims at a recent meeting 
of the Michigan Freight Claim Associa- 
tion at Grand Rapids, Mr. Beuker as- 
serted that an aggressive claim agent 
could save his company many dollars. 
But to do this, he added, the agent must 
have a well-planned program for claim 
prevention, and such a program could 
be successful only when it was “tied in” 
with operations and sales. 

At the meeting, the association treated 
claims, sales and operations in a forum- 
type panel session. A presentation from 
the sales point of view was made by 
P. J. Winkler, assistant director of sales 
for Associated Truck Lines. Operations 
as related to sales were covered by J. L. 
Burge, vice-president, operations, of the 
Interstate Motor Freight System. The 
moderator was J. R. Whitney, of the 
Blair Transit Co., president of the asso- 
ciation. 

After the panel presentation, William 
Fisher, assistant comptroller of the White 
Owl Express and president of the Central 
Freight Claim Conference led informa! 
discussion of claim prevention. In an 
evening program, W. M. Johnston, man- 
aging director of the Michigan Trucking 
Association, Inc., spoke on activities of 
his association. 


Claim Costs Related to Profits 


In his talk, Mr. Beuker related claim 
costs to sales and operations by consid- 
ering a company which made a profit 
of four cents out of each dollar of freight 
revenue collected. 

“To pay a small claim of $10, we lose 
the profit on $250,” he said. “A $25 claim 
takes the profit on $625. A $100 claim 
means we have to haul $2,500 worth of 
business for nothing. If this same com- 
pany pays out $30,000 in claims for the 
year, it means its salesmen must sell, 
and the aperating department must han- 
dle, $750,000 worth of business without 
a dime on the profiet side of the ledger.” 


It was necessary, he asserted, that sales, 
operations and claims departments work 
hand in hand to prevent such waste, 


and to give shippers service, which, he 
said, was “the only thing” transportation 
companies had to sell. He made the 
following suggestions for reducing claims: 


e@ Analyze all claims as to cause and 
frequency, to determine if improper han- 
dling or the packaging is at fault. If 
handling is determined not to be at 
fault, make a close check of the pack- 
aging. 

@ Often a slight change in the pack- 
age, or the interior packing, can prevent 
damage. Tactful suggestions along these 
lines are welcomed by shippers, for they 
want their shipments to reach destina- 
tion in good order. 

@ Salesmen whose customers have 
claim problems should take them to their 
companies’ claim agents. Find the cause, 
and it can be overcome through co- 
operation between all departments. 

@ Claim statistics, and claim causes, 
are vital information to operating de- 
partments. When causes are known, em- 
ployes can be better educated in proper 
handling and stowing of freight. 

Mistakes in the form of “human er- 
rors,” Mr. Beuker contended, were the 
major causes of claims. Constant stress 
on elimination of “human error,” he 
added, would prevent claims. 

“Pinpointing these errors,” he said, “is 
where the claim department can help 
sales and operations. These errors may 
be anywhere along the line, from the 
shipping room to the receiving room. 
Find the cause of the claim, take steps 
to improve the handling, to eliminate 
the human error, and you _ prevent 
claims.” 


Place U.S. Trucks Are Used 


Determines Exemption—I.R.S. 


The exemption from the highway mo- 
tor vehicle use tax, authorized to the use 
of vehicles by the United States, depends 
on whether the vehicles are actually op- 
erated in the United States, according to 
a ruling published by the Internal Reve- 
nue Service (Rev. Rul. 57-269) in the 
June 17 issue of the Internal Revenue 
Bulletin. 

In another ruling (Rev. Rul. 57-270), 
the I.R.S. said the tax did not apply to 
the operation of vehicles by volunteer fire 
departments. 

The I.RS. said, in Rev. Rul. 57-269, 
that it had been asked to clarify the ex- 
emption granted by the Secretary of the 
Treasury with respect to the use of cer- 
tain highway vehicles in the following 
situations: 

“(1) A company leases trucks outright 
to the United States government. The 
trucks, which are used for hauling mail, 
are driven and maintained by Post Office 
Department employes. 

“(2) A company hauls mail in its own 
trucks under United States contracts. 
The trucks are driven and maintained 
by employes of the company. There are 
no federal government employes in- 
volved in the operation of the trucks 
at any time. 


“(3) A company operates mobile postal 
units under United States mail con- 
tracts. The postal units are built on 
truck chassis according to Post Office 
Department specifications. They are 
owned by the company and are driven 
in over-the-road operations by em- 
ployes of the company. A United States 
government postal clerk sorts in transit 
and otherwise handles the mail that is 
being transported. 


TRAFFIC Wort 


“(4) A non-governmental corporation 
is operated under a business franchise 
in the state in which it is located. Its 
sole financial support is derived from the 
performance of research and develop. 
ment contracts. Most of its projects are 
for the United States government «ng 
are undertaken on a standard govern. 
ment cost-plus-fixed-fee type of con- 
tract. In connection with one of its 
projects, the company uses a speciilly 
equipped truck that is owned by ‘he 
federal government.” 


The text of the ruling follows: 


“Therefore, it is held that, for pur- 
poses of the exemption from the hivh- 
way motor vehicle use tax, the tirm 
‘use by the United States’ as used in ‘he 
authorization of the Secretary, means 
the operation by the United States or 
any agency or instrumentality thereof 
on the public highways in the United 
States of any highway motor vehicle, 
whether or not such highway mctor 
vehicle is owned by the United Stztes 
or any agency or instrumentality there- 
of. Accordingly, the exemption would 
apply in situation 1, where the trucks 
are actually operated by the United 
States government. Since in situations 
2, 3 and 4 the trucks are operated by the 
companies, rather than by the federal 
government, the exemption granted 
under the provisions of section 4483(b) of 
the code will not apply.” 


Rev. Rul. 57-270 was worded as fol- 
lows: 


“Section 4481 of the internal revenue 
code of 1954 imposes an excise tax on 
the use of certain highway motor vehi- 
cles. However, section 4483 of the code 
exempts from this tax the use of any 
highway motor vehicle by any state or 
any political subdivision of a state. Sec- 
tion 41.4483-1 of the highway motor vehi- 
cle use tax regulations provides, in part, 
that the term ‘use by any state or any 
political subdivision thereof’ means the 
operation by any state or any political 
subdivision thereof. Held, since volun- 
teer fire departments are quasi-govern- 
mental organizations that perform func- 
tions ordinarily carried on by govern- 
mental units, this exemption applies to 
the operation of vehicles by volunteer 
fire departments. See Revenue Ruling 
55-545, C. B. 1955-2, 458, regarding the 
exemption from manufacturers excise 
tax provided by section 4224 of the 
code.” 


Western Traffic Men Elect 


Charles Nelson President 
Members of the Western Traffic Con- 


ference, at their thirty-fifth annual 
meeting held recently in Pasadena, 
Calif., elected Charles A. Nelson presi- 
dent for the coming year. Mr. Nelson 
is traffic manager of Frederick & Nelson, 
Seattle, Wash. 


The keynote talk was delivered by F'red 
H. Tolan, a transportation attorney and 
consultant, of Seattle, who told what 
could be expected in transportation costs 
and legislative action for the remainder 
of this year. 


The retiring president of the con- 
ference, D. R. Macdonald, Pacific coast 
regional traffic manager of Builer 
Brothers, presided at the three-day 
meeting, which included discussions as 
to ways to bring about better and more 
efficient transportation, the effect of 
transportation bills before Congress and 
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ideas which had proved useful to the 
firsis represented in reducing costs. 
‘ther officers elected were: 
. Ray Walker, of Montgomery Ward 
%o., vice-president; Fred W. Ashton, 
san Gabriel, Calif., secretary-treas- 
and Gale Kelly, of Sears, Roebuck 
‘o.; M. T. Holloway, of Montgomery 
i; Harry W. Diamond of the John 
ner Co., and J. D. Masters, of the 
dway Department Stores, directors. 
e members voted to meet next year 
rattle. 


Wish OP 


~ 


T ee Rulings Are Made 
B. |.R.S. Concerning Tax 
©. Transport of Property 


ree rulings concerning the tax 
or he transportation of property 
ha been published by the Internal 
Re nue Service in the June 17 is- 
su. of the Internal Revenue Bulle- 
ti? 

one case (Rev. Rul. 57-265), the 


J 
LF said a carrier was authorized to 
refi d tax over-collected and overpaid 


on! to the person from whom it had 
bee collected. 

T © tax, it said in another case (Rev. 
Ru! 57-267), applied to an amount paid 


for transportation of packaged dairy 
procucts to a seaport warehouse where 
they were held to fill future export sales. 

Concerning payments for transporting 
cons ruction materials consigned to a 
staie, in care of a contractor, the pay- 
mers are exempt from the tax only if 
certain conditions are met, according to 
the third ruling of the I.R.S. (Rev. Rul. 
57-258). 

The LR.S. explained the situation 
which gave rise to Rev. Rul. 57-265, 
which it stated as follows: 

“A consignee located in the United 
States purchased a carload of lumber 
from a shipper located in Canada. The 
lumber was sold on a ‘laid-down basis’ 
and was shipped by rail to the con- 
signee, who paid the freight charges 
and the transportation tax to the car- 
rier. The carrier collected tax, not only 
on the portion of the freight charges 
allocable to the transportation of the 
lumber in the United States, but also 
on the portion of the freight charges 
allocable to the transportation in Can- 
ada. After payment of the freight 
charges and the tax, the consignee, in 
settling his account with the shipper, 
forwarded the paid freight bill to the 
shipper. The paid freight bill was sub- 
sequently presented to the carrier by 
the shipper with a request for refund 
of the tax collected on the freight 
charges allocable to the Canadian trans- 
portation. The shipper contends that, 
under the circumstances, the consignee 
was merely acting as his agent in pay- 
ing the freight charges and that the 
amount claimed as a refund should be 
repaid to him by the carrier... . 

“It is recognized that, under certain 
circumstances, the person who actually 
pays the transportation charges may be 
acting in the capacity of an agent. 
However, a carrier, for purposes of the 
tax, has no obligation to determine the 
capacity in which the payor is acting. 
The carrier is required to collect the 
tax from the person who makes the 
taxable transportation payment to it 
even though such person is acting as 
a agent in making the payment... . 





ue 

“It is held that a carrier is authorized 
to make a refund of transportation of 
property tax erroneously or illegally 
overcollected and overpaid, only to the 
person from whom the carrier collected 
the tax, irrespective of the capacity in 
which such person was acting in 
making payment of the transportation 
charges and the tax. Therefore, in the 
instant case, the carrier may refund 
the erroneously collected tax only to the 
consignee who paid the transportation 
charges and tax to the carrier in the 
first instance. Any problem of reim- 
bursement between the shipper and con- 
signee is a matter to be settled between 
such parties.” 

The ruling on dairy products 
Rul. 57-267) follows: 

“The tax on the transportation of 
property imposed by section 4271 of the 
internal revenue code of 1954 applies to 
the amount paid for the transportation 
of packaged dairy products from an in- 
terior point into a seaport warehouse, 
to be held there in anticipation of future 
export sales.” 

The ruling on construction materials 
(Rev. Rul. 57-268) follows: 

“Exemption from the tax on transpor- 
tation of property applies to amounts 
paid for the transportation of construc- 
tion materials consigned to a state, in 
care of a contractor, only if the contrac- 
tor submits evidence to the supplier that 
he has been authorized to consign such 
materials to the state, in his care, iden- 
tifying the specific contract or specific 
project with respect to which the state 
issued the authorization.” 


(Rev. 


$1.8 Billion Spent in 1956 
By Americans Going Abroad 


Americans spent a record $1.8 bil- 
lion for foreign travel in 1956, the Office 
of Business Economics of the Depart- 
ment of Commerce has reported. It 
said that “indications point toward a 
continuing rising trend in 1957.” 

Included in the $1.8 billion, the office 
said, were $1,275 million spent abroad 
and $540 million in fares for transpor- 
tation between the United States and 
the countries visited. 

It said foreign countries received $1.5 
billion from United States travelers, in- 
cluding $240 million in fares paid to 
foreign shipping companies and airlines. 

The 1956 figure increased by $202 mil- 
lion over 1955, according to the report. 


N.Y.C. Executive Changes 


L. W. Horning, formerly vice-president 
in charge of personnel of the New York 
Central Railroad in New York City, who 
recently became executive representative 
of the railrcad in Washington, D.C., with 
the title of vice-president, will move into 
his new offices in the Pennsylvania 
Building, Washington, July 1. 

With his transfer, the Central ap- 
pointed L. B. Fee as vice-president— 
employe relations and J. B. Joynt as 
vice-president — management planning, 
both with headquarters in New York City. 


State Commissioners to Meet 


The Great Lakes Conference of Rail- 
road and Utilities Commissioners has 
announced that its second annual con- 
vention will be held September 9 through 
11 at the Greenbrier, White Sulphur 
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Springs, W.Va. The banquet speaker will 
be Senator Bricker, of Ohio, according to 
the conference. 

The tentative schedule includes a talk 
and film on the St. Lawrence seaway and 
a@ panel discussion of railroad problems. 


Increase in Carloadings 
Forecast for Ohio Valley 


An increase of 3.1 per cent in car- 
loadings of principal commodities and 
other items in the third quarter of the 
year, as compared with the correspond- 
ing period of 1956, was forecast June 
19 for the territory served by the Ohio 
Valley Transportation Advisory Board. 

The forecast was announced by C. W. 
Aller, general chairman of the board, 
at the board’s one-day meeting at the 
Sheraton-Lincoln hotel in Indianapolis, 
Ind. About 300 shippers and receivers 
of freight attended the meeting. 

Mr. Aller said principal increases in 
carloadings were forecast for scrap ma- 
terial (iron, steel, etc.), up to 10.6 per 
cent from 1,770 to 1,957 cars; manufac- 
tures and miscellaneous, up 7.3 per cent 
from 3,393 to 3,642; tobacco, up 5.8 per 
cent from 415 to 439; coal and coke, 
up 3.9 per cent from 838,923 to 871,420, 
and soap, cleaning and washing com- 
pounds, up 3.4 per cent from 618 to 639 
cars. 

The chief. decrease in carloadings, he 
said, were predicted in furniture, down 
5.7 per cent from 1,288 to 1,214 cars; 
packing house products, down 4.4 per 
cent from 1,412 to 1,350; gravel, sand 
and stone, down 2.6 per cent from 29,719 
to 28,943; machinery and boilers, down 
2.4 per cent from 3,565 to 3,478 and iron 
and steel, down 2.1 per cent from 14,256 
to 13,956 cars. 

The total of all 25 key items checked 
indicated an increase from 1,029,472 cars 
to 1,061,521 cars for the territory, he said. 


Los Angeles Gets Marine 


Cargo Terminal as ‘Gift’ 


The Los Angeles (Calif.) Harbor De- 
partment reported that a “giant gift” to 
the citizens and industries of Los Angeles 
was “unwrapped” at Los Angeles Harbor 
last week when a 10-foot bow on a §$2,- 
000,000 marine cargo terminal at Berth 
199 was untied. 

Participating in the dedication of the 
new shipping facility, the harbor depart- 
ment said were: Mayor Norris Poulson; 
City Council President John S. Gibson, 
Jr.; Lloyd A. Menveg, president of the 
Board of Harbor Commissioners; Bern- 
ard J. Caughlin, harbor general manager; 
Edward V. Dockweiler, chief harbor engi- 
neer, and Ralph Chandler, vice-president 
of Matson Navigation Co. 

As the dedication speeches were being 
made, fork-lift jitneys started moving 10,- 
000 tons of cargo into the clear-span 
structure, 504 feet long and 200 feet wide, 
said the harbor department. It added that 
at the conclusion of the brief program, 
Mr. Caughlin and Mr. Chandler signed 
“gold-embossed preferential assignment 
papers” which leased the new facility to 
Matson Navigation Co. 

The wharf construction, costing over 
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$1,000,000, was financed from Harbor De- 
partment revenues, Mr. Caughlin said. 
He stated that Matson advanced the ad- 
ditional million dollars for shed construc- 
tion and would be paid back, without 
interest, over a five-year period, from 
the terminal’s revenues. He estimated 
that gross income from the terminal 
would amount to about $200,000 a year. 


Way Is Found to Maintain 
Cold in Refrigerated Truck 


The Department of Agriculture has 
reported the development by its market- 
ing researchers of “a practical means of 
maintaining cold temperatures” inside 
refrigerated trucks in hot weather. 

A new plastic door curtain, it said, was 
mounted just inside the rear door, slow- 
ing the escape of cold air when the door 
was opened and also preventing warm 
air from entering. The department said, 
also, that the curtain helped prevent 
truck cold plates from dripping, saved 
on product damage and quality de- 
teriorations and reduced the cost of re- 
frigeration. 

The curtain, according to the depart- 
ment, is made of a “tough” plastic film, 
“the edges of which are reinforced with 
neoprene-coated nylon.” 

A free copy of the report, “A Curtain to 
Help Maintain Temperatures in Local 
Refrigerated Delivery Trucks,” Market- 
ing Research Report No. 176, may be ob- 
tained from the Office of Information, 
Department of Agriculture, Washington 
25, D.C. 


13 Members of New Alaska 
Rail-Highway Group Named 


President Eisenhower on June 17 ap- 
pointed the 13 members of the new 
Alaska International Rail and Highway 
Commission, which is charged by Con- 
gress with studying the economic and 
military aspects of transportation facili- 
ties connecting the United States and 
Alaska by way of Canada. 








Airline to Try Out All-Weather ‘Gangplank’ at Chicago 


The President, who iast month signed 
a bill (P.L. 85-16) to expand the com- 
mission from 12 to 13 members to in- 
clude the Alaskan delegate to Congress 
(T.W., May 4, p. 81), named these 
members: 

From Congress—Senators Magnuson, 
of Washington, and Barrett, of Wyom- 
ing, and Representatives O’Brien, of New 
York, Mack, of Washington and Sisk, of 
California, and the Alaskan delegate, 
E. L. Bartlett. 

From the executive branch—Lewis S. 
Rothschild, Under Secretary of Com- 
merce for Transportation; Livingston 
Satterthwaite, director of the State De- 
partment’s office of transportation and 
communications; Roger C. Ernest, As- 
sistant Secretary of the Interior; and 
Maj. Gen. Samuel R. Browning, deputy 
chief of the Army’s transportation divi- 
sion. 

From the public—Douglas McKay, for- 
mer Secretary of the Interior; Norton 
Clapp, president of the Lakeside Co., 
Seattle, Wash.; and Charles G. Burdick 
of Juneau, Alaska, an investment banker. 


Transportation Corps Wins 
Army’s Top Safety Award 


The Office of the Chief of Transporta- 
tion, Department of the Army, has an- 
nounced that the Army’s “highest safety 
award,” the Award of Merit, has been 
presented to the Army Transportation 
Corps “in recognition of the corps’ out- 
standing stateside safety achievements 
in the calendar year 1956.” 

Franklin L. Orth, Deputy Assistant 
Secretary of the Army, presented the 
award to Maj. Gen. Paul F. Yount, Army 
Chief of Transportation, at a ceremony 
recently at the Pentagon, Washington, 
DC. 

The corps, according to the announce- 
ment, had a motor vehicle accident rate 
of only 1.39 accidents per 100,000 miles 
of operation, “the lowest ever achieved 
by the corps in its 15-year history and 
a decrease of 27.6 per cent over the pre- 
vious two years’ operations .. .” 


Rail Classification Docket 


Hearings on joint docket No. 181 of 
the Consolidated and Uniform Classifi- 
cation committees, copies of which were 





O'Hare Field, Chicago, will be the testing place for what United Air Lines describes as a ‘revolu- 
tionary’ method of moving passengers by an all-weather ‘gangplank’ between the airport terminal 
and waiting aircraft, according to an announcement made jointly by United and the city of 


Chicago. 


An ‘Aero-Gangplank,’ as shown in the sketch reproduced here, will let passengers 


walk fully protected from weather from an airplane door directly to the second floor of the 


terminal building. 


If tests of the self-powered telescoping span are successful, United says, similar 


‘gangplanks’ will be installed at other airport terminals which have second-floor loading areas. 


TRAFFIC Wort 


mailed to subscribers of the Traffic Pyl- 
letin with the issue of June 15, are 
scheduled to begin July 2 in room 
105, 101 Marietta Street, Atlanta, ‘ia. 
July 9 in Room 324, Union Station, «‘hj- 
cago, and July 16, at 1 Park Avenve at 
Thirty-Third Street, New York City 


Freight ‘Job’ for Air Force 


Reported by Transcon Lines 


Transcon Lines, of Los Angeles, C lif, 
announced that it had been sel¢ :teq 
by the US. Air Force on June 1, to 
transport general freight from all ‘‘ali- 
fornia points to installations in Ala- 
bama, Georgia, Florida, North and South 
Carolina, “as part of the Air Force's 
recently-adopted ‘Landlog’ traffic pro- 
gram.” 


“These shipments average bet veen 
400,000 and 500,000 pounds a mojiith,” 
Transcon said. “The selection call: for 
Transcon Lines to use its termine! at 
Rivera, Calif., as a gathering poin’ for 
individual general freight shipmenis by 
California shippers, and to transport 
consolidated cargoes to the southeastern 
states. 

“The ‘Landlog’ traffic program, which 
provides for similar gathering points and 
consolidated cargoes throughout the 
country, has reduced in-transit time of 
Air Force supplies by 65 per cent, ac- 
cording to a spokesman at the Air Force 
District Office, Mira Loma, Calif.” 


Highway Safety Group Dropped 


President Eisenhower on June 17, by 
executive order No. 10715, revoked execu- 
tive order No. $775, issued September 
3, 1946, entitled “Establishing the Fed- 
eral Committee on Highway Safety.” 

The earlier order, issued by President 
Truman, established a committee to co- 
ordinate efforts of federal agencies, and 
of federal and state agencies, to promote 
highway safety (T.W., Sept. 14, 1946, p. 
732). 


1.C.C. Road Checks 


The Commission has announced that 
the second nationwide safety check in 
1957 of interstate trucks and buses will 
be conducted in the early part of July 
at approximately 150 points throughout 
the country. 

The Commission also announced that 
other road checks of this type would 
be conducted later in the year. 


Delta Line Tonnage Increase 


Celebrating the tenth anniversary of 
Delta Line’s steamship service to West 
Africa from New Orleans and neighbor- 
ing U. S. Gulf ports, H. X. Kelly, presi- 
dent of the Mississippi Shipping Co. 
Inc., on June 3 reported that freight 
tonnage on that run in the first quarter 
of 1957 increased 34 per cent and gross 
revenues 49 per cent over the corre- 
sponding period of 1956. 

Tons of freight carried in the first 
quarter totaled 55,925, as compared with 
41,269 tons in the first three months of 
1956, he said. 
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T\ 9 Lines May Liquidate 


Te minal Co. at St. Louis 


r. a report and order in Finance No. 
19° Chicago, Rock Island & Pacific 
Ra’ oad Co. et al., Purchase, the Com- 
mi: -n, division 4, has authorized the 
Ch. .g0, Rock Island & Pacific Railroad 
an. ie St. Louis-San Francisco Railway 
Co. » purchase the properties of the 
Roc Island-Frisco Terminal Railway 
Co.. -ibject to conditions for the protec- 
tion. »f employees the same as prescribed 
in ©. jahoma Ry. Co., Trustees Abandon- 
me 67 iC. 171. 


T! « division said that all of the ter- 
min: company’s property was located in 
St. suis, Mo., and was divided into 
thre. sections. It said that the property 
was -wned in its entirety by applicants 
thro. 2h ownership of Terminal’s stock. 
Aut! rity was sought, it said for the 
Rock Island to purchase one section, 
the :risco to purchase another section 
and the two applicants jointly to pur- 
chase any of the Terminal property 
whic: might remain unsold to other par- 
ties by June 15, 1957. 


In order that funds might be provided 
for Terminal to meet its bonded indebt- 
edness on July 1, 1957, the division said, 
the Rock Island and Frisco had agreed 
on a plan for disposition of Terminal’s 
property and ultimate liquidation of that 
company and had entered into an agree- 
ment pursuant to which the proposed 
transaction was to be effected. 


The division said that the terms and 
conditions proposed were just and reason- 
able and that the transaction would be 
consistent with the public interest. 


New Rules for Transport 
Of Migrant Workers Made 


The Commission issued a report and 
order June 19 in Ex Parte No. MC-40, 
Motor Carrier Safety Regulations, Part 
198, in which it prescribed rules and reg- 
ulations establishing requirements with 
respect to comfort of passengers, quali- 
fications, and maximum hours of serv- 
ice of operators and safety of operation 
and equipment governing the transporta- 
tion of migrant workers by motor vehi- 
cle, pursuant to the requirements of 
Public Law No. 939 (approved August 3, 
1956). The regulations generally are pre- 


aed to become effective August 1, 
957. 


The Commission, among other changes, 
modified the type driver’s permit re- 
quired; the degree to which drivers must 
be able to read and speak English; the 
inflexibility of rest and meal stop re- 
quirements; and the rule relating to the 
heating of the passenger compartment. 
Emphasis was placed on retaining the 
provisions requiring safe equipment and 
Safe driving. 
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Decisions 


|.C.C. Authorizes 15 Per Cent Rate Rise 
On Less-Carload Express Shipments in East 


Authorization Excepts Fresh Fish, Seafood, Flowers and Watercress. 
Increase to Be Applied to Rates in Effect Dec. 26, 1956, Prior to 
Nationwide 4 Per Cent Increase. 


The Commission, by a report and 
orders in No. 32035, Increased Ex- 
press Charges Within Eastern Ter- 
ritory, has authorized a 15 per cent 
increase on less-than-carload ex- 
press shipments in Eastern Terri- 
tory, except on fresh fish and sea- 
foods, flowers, and watercress. The 
orders included fourth-section order 
No. 18686. 


The 15 per cent increase was per- 
mitted to be made effective on 15 days’ 
notice. The Commission said the in- 
crease was to be applied to rates in 
effect December 26, 1956, before a nation- 
wide increase of 4 per cent in express 
rates became effective. 

Two of the 11 I.C.C. members entered 
dissenting-in-part opinions in which 
three additional commissioners joined. 

“We find,” the Commission said, “that 
the agency’s rates and charges in effect 
on December 26, 1956, for express serv- 
ice on_ less-than-carload shipments 
within the eastern group sought to be 
increased, except on fresh fish and sea- 
foods, flowers, and watercress, may justly 
and reasonably be increased by 15 per 
cent. 

“The agency is authorized to establish 
and maintain rates and charges in- 
creased as herein approved to become 
effective upon 15 days’ notice as provided 
in the act. 

“Our conclusions are without prejudice 
to the disposition of any matter now 
pending or which may hereafter be sub- 
mitted, involving the lawfulness of ex- 
press rates and charges, whether or not 
increased by this authorization. Rates 
and charges increased as herein author- 
ized are not considered as prescribed 
within the meaning of the decision in 
Arizona Grocery Co. v. Atchison, T. & 
S. F. Ry. Co. 284 U.S. 370. 


“Appropriate orders will be entered 
modifying outstanding unexpired orders 
in other proceedings to permit the in- 
creases authorized herein to be made 
effective and granting fourth-section re- 
lief as indicated.” 


Relief From Section 4 
With respect to the relief from section 


4 of the interstate commerce act, which 
was granted in fourth section order No. 


See Late News, Pages 21, 22 


and 23 for other I.C.C. action. 





Five Members Join in Dissents. 


18686, the Commission said the relief 
from the long-and-short-haul provision 
would be restricted to that necessary to 
maintain within the eastern group, rates 
to or from intermediate points in higher- 
rated blocks, which exceeded those to or 
from points in lower-rated blocks over 
the same routes. 


Separate Expressions 

Commissioner Arpaia, joined by Com- 
missioner Walrath in a dissenting-in- 
part expression, said he disagreed with 
the majority’s limitation of fourth-sec- 
tion relief to “within Eastern Territory 
only.” 

“Because fourth-section relief is not 
extended to permit departures beyond 
the boundaries of Eastern Territory,” he 
continued, “the Express Agency will 
either have to reduce its rates to and 
from these eastern points located on or 
near the territorial border, in which case 
the revenues now expected from this in- 
crease will not be met, or it will be 
forced to file an increase in rates to and 
from many points beyond the border, thus 
extending the increases into territories 
where the agency itself states the in- 
creases are not needed because of lower 
handling costs. 

“In my opinion the higher handling 
costs within the east constitute a spe- 
cial case justifying the fourth-section 
relief in connection with interterritorial 
movements.” 

Commissioner Freas, also dissenting in 
part, said he did not think that on the 
instant record a case had been made 
justifying the special treatment of fresh 
fish and seafoods, and flowers. He was 
joined in this expression by Commis- 
sioners Winchell and Murphy. 

In addition to the Commission’s ex- 
emption from the increase of fresh fish 
and seafoods, flowers and watercress, the 
Railway Express Agency itself had pro- 
posed not to apply the higher rates to 
milk and cream, newspapers, and human 
remains, or to charges for C.O.D., re- 
frigeration and accessorial services. 

The Commission said that on petition 
filed on August 21, 1956, by the agency, 
is instituted an investigation into and 
concerning the lawfulness of a proposed 
“surcharge” of 15 per cent. 

“During the course of this proceeding, 
the agency filed schedules proposing a 
nationwide increase of 4 per cent in ex- 
press rates and charges,” the Commis- 
sion said. “Suspension was declined, and 
that increase became effective on Decem- 
ber 27, 1956. The proposed surcharge 
of 15 per cent is intended to apply to 
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the rates in effect at the time of the 
hearing, beginning October 30, 1956, as 
increased by 4 per cent.” 


1L.C.C., Statement 


At the same time the Commission’s 
report and orders were made public the 
Commission issued a “press release” cOn- 
cerning the proceeding. It read, in part, 
as follows: 

“Present express rates, uniform in all 
areas, were found by the Commission 
to penalize eastern carriers and unduly 
reward carriers in other areas. More 
than half of all express business is 
handled in the east where the average 
unit cost of handling was found to be 
18, 14.5, and 8.7 per cent higher than in 
Southern, Western, and Mountain-Pa- 
cific territories, respectively. 

““The principal cause of the large 
express deficit in the east’, the Commis- 
sion said, ‘is the combination of higher 
operating costs and the large number of 
shipments moving wholly within that 
territory which receive two high-cost 
handlings. About 80 per cent of the 
agency’s expenses are for wages.’ 

“The Commission said the purpose of 
the authorized increase ‘is to reduce that 
portion of the eastern railroads’ passenger 
deficit which is attributable to the han- 
dling of express traffic in passenger serv- 
ice.’ 

“Nationwide express increases during 
the past five years were: 15 per cent, 
August 20, 1953; 7 per cent, March 20, 
1956; and 4 per cent, December 27, 1956. 

“The Commission noted that the Rail- 
way Express Agency collects charges for 
express shipments, pay its own expenses, 
and distributes the remainder, called ‘ex- 
press-privilege’ payments, to participat- 
ing railroads as compensation for trans- 
porting express traffic. 

“‘In 1956,’ the ‘Commission stated, 
‘Eastern territory contributed approxi- 
mately 51 per cent of the total system 
rail express revenue and accounted for 
58 per cent of the total agency expense, 
but the railroads in that territory re- 
ceived only about 37 per cent of the 
total express-privilege payments.’ 


Competitive Rates 


“The National Retail Dry Goods As- 
sociation, one of the Agency’s largest 
patrons, and one of a number of or- 
ganizations appearing in opposition to 
the increase, called attention to the 
decline in use of express service by re- 
tail stores and the lower rates offered 
by motor carriers and freight forwarders. 
Comparing New York to Chicago rates, 
per 100 pounds, the present first-class 
express rate of $9.27 would become $10.66 
under the proposed rates. The com- 
parable freight forwarder rates is $3.78; 
and the motor carrier rate, $4.16. 


“The Commission recognized that an 
increase in rates probably will result in 
loss of some traffic. declaring that ‘a 
loss in volume of 12.5 per cent, the 
highest figure considered by the Agency 
in its estimate of the effect of the pro- 
posal, is conservative.’ 

“In excepting fresh fish and seafood, 
and flowers from the increases, the Com- 
mission noted: 


“Eastern producers of fish and seafood 
and of flowers are in direct competition 
at eastern markets with southern pro- 
ducers of those commodities. If the 
surcharge is added to rates on these 


products only within the east, producers 
in that territory must either absorb the 
difference in transportation charges or 
abandon markets in which they presently 
compete. It is not established that the 
higher cost of handling, on the average, 
in Eastern Territory, is experienced also 
in the handling of these products.’” 


In its report, the Commission said that 
a 15-per cent increase with a diversion 
of 7 per cent would cover the agency’s 
expenses and the rail express out-of- 
pocket costs as of April 1, 1956, and leave 
a balance of $1,413,531. 


“This latter amount would be available 
for distribution to the railroads to cover 
a portion of the transportation burden 
which is not a part of the passenger 
out-of-pocket costs . . .,” the Commission 
said. “If the percentage of diversion 
should amount to 12.5 per cent, a 15-per 
cent increase in less-than-carload ex- 
press rates would cover the Agency’s costs 
but would fail to cover the rail express 
out-of-pocket costs as of April 1, 1956, 
by $5,083,920. 


High Operating Costs in East 


“It is evident that the cost of operating 
in the East is substantially greater than 
in the other groups and that the express- 
carrying railroads in Eastern Territory 
need revenues which more nearly meet 
their costs of furnishing express service. 
However, considering all factors, includ- 
ing the probable effect upon the move- 
ment of express traffic, we are of the 
opinion that the proposed increase to the 
extent it exceeds 15 per cent of the rates 
in effect prior to the recent 4 per cent 
increase has not been justified. 

“The protestants generally contend 
that higher rates within the east than 
interterritorially would result in undue 
prejudice to express users in the east 
and undue preference of those located 
elsewhere. Differences in rates and 
charges, however, may be justified by 
differences in the conditions surround- 
ing the performance of particular serv- 
ices. The higher cost of handling express 
traffic in the east has been established 
upon this record, and where such cir- 
cumstances obtain higher charges, to the 
extent of such cost differences, will not 
constitute undue prejudice.” 

With respect to fourth-section depar- 
tures, the Commission said they would 
occur in an extensive area beyond the 
eastern group. 

“While higher costs in the east have 
been established,” it said, “we are not 
convinced that the difference justifies 
the resulting abrupt hump in rates at the 
borders and the broad zones in which 
lower rates would apply for longer inter- 
group hauls. 

“Fourth-section relief from the long- 
and-short-haul provision, therefore, will 
be restricted to that necessary to main- 
tain within the eastern group rates to or 
from intermediate points in hightr-rated 
blocks which exceed those to or from 
points in lower-rated blocks over the 
same routes.” 


Arapahoe Pipeline Value 


The Commission, division 2, by a re- 
port and order in Valuation No. 1378, 
(1955 Report), Arapahoe Pipeline Co., 
has determined, for rate-making pur- 
poses, the final value of the common car- 
rier property owned and used by the 
Arapahoe Pipeline Co., as of December 
31, 1955, to be $24,681,700. Protests, if 
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any, are due at the Commission on or 
before July 25. 


Mover’s Proposals to Offe: 
Accessorial Services Under 


Line-Haul Rates Disallowed 


The Commission, division 3, by a 
report and order in I. and S. M-91)9, 
Household Goods — National Vain 
Lines, Inc., has found unlawful p o- 
posed rates and new and revi:ed 
rules, regulations, and  practi:es 
affecting rates and charges on 
household goods between Chica zo, 
Ill., Dallas, Tex., Los Angeles, Ca if, 
New York, N.Y., and Washingt n, 
D.C., and certain points grouj-ed 
therewith. The suspended schedvies 
were ordered canceled by July 22, 
on one day’s notice, and the pvo- 
ceeding was discontinued. 


By schedules filed to become effective 
November 8, 1956, National Van. Lines, 
Inc., proposed to establish specific com- 
modity rates and new and revised rules 
and regulations, and practices, affecting 
the aforementioned rates and charges, 
On protest of the Mover’s & Warehouse- 
men’s Association of America, Inc., oper- 
ation of the schedules was suspended to 
June 7. The effective date was volun- 
tarily postponed by the respondent to 
July 7. Modified procedure was fol- 
lowed, and the division said that no ap- 
pearance had been entered by the prot- 
estant. 

The division said that the respondent’s 
present and proposed schedules were 
published on its behalf by the National 
Tariff Bureau, agent, in tariffs MF- 
I.C.C. Nos. 7 and 8, respectively. It said 
that the schedules presently in effect 
provided distance rates with all acces- 
sorial services stated as a _ separate 
charge, “whereas the proposed schedules 
publish rates on a point-to-point basis 
and include certain described services 
as a part of the line-haul rates.” The 
proposed schedules, the division said, 
would apply only. when the services con- 
tained therein were specifically requested 
by the shipper. 


The division added: 


“Existing practices prevalent in con- 
nection with the transportation of 
household goods include the furnish- 
ing by the carrier of the following ac- 
cessorial services: Packing and unpack- 
ing, hoisting and lowering, divided 
shipments (more than one point of 
pickup or delivery), storage in transit, 
expedited service, exclusive use of ve- 
hicle, and the display of advertising 
material on vans. Charges for such 
services are reflected in the tariffs, are 
stated either on a unit or hourly basis, 
and are in addition to the rate for 
the line-haul movement. 


“The proposed schedules comprehend 
a plan through which the respondent 
intends to satisfy a need, which it 
feels exists, for a more complete ar- 
rangement of the detatils incident to 
the shipment of household goods. In 
addition to the typical accessorial serv- 
ices above noted, this carrier proposes 
to furnish to the shipper a detailed 
inventory of all items packed within 
each container. It will arrange for ‘he 
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sconnection at origin and connection 
destination of utilities, such as gas, 
‘ter, and electricity, and provide all 
essary servicing for refrigerators, 
ves, and other applianaces. At desti- 
ion, it will place furniture and rugs 
the precise positions desired by the 
yper. Other items of the proposed 
sdules provide that while in transit 
aily report of the location of the 
yment be supplied, and that all dam- 
claims be handled within 24 hours 
elivery. 
‘he rates cointained in the proposed 
dules include, in one amount, the 
zes for the actual carriage of the 
s and for all attendant accessorial 
ces. In support of the proposed 
dules, the respondent asserts that 
y shippers of household goods are 
arily interested in the total cost 
he complete movement of their 
‘sssions from origin to destination, 
that they are not particularly con- 
ed with the manner in which the 
er has deterimned the expense. It 
uw: s that this departure from existing 
pr tices in the industry is a forward 
ste. which is in the public interest. 


LC.C. Cites Rules 


ule 4 prescribed in Ex Parte No. 
MC 19, Practices of Motor Common Car- 
ric of Household Goods, 17 .M.C.C. 
46. 505, 47 M.C.C. 119, 51 M.C.C. 247, re- 
qu: es that. the tariffs establishing the 
cha-ges to be made for each accessorial 
or ‘erminal service rendered in connec- 
tion with the transportation of house- 
hold goods by motor vehicle shall sepa- 
ratcly state each service to be rendered 
and the charge therefor; that all charges 
for packing and unpacking shall be in 
amounts per container; and that those 
for other services shall be separately 
stated on a unit or hourly basis, which- 
ever is appropriate. This rule further 
provides that the rate for the transpor- 
tation of household goods shall not in- 
clude the charge for any accessorial serv- 
ice. By report and order in the same 
proceeding . . . on March 28, 1957, di- 
vision 1 prescribed certain modifications 
and additions to the existing rules gov- 
erning the practices of motor carriers of 
household goods. A revised rule thus 
prescribed requires that this class of car- 
rier, whenever an estimate of the charges 
for a proposed service is given to a pros- 
pective shipper of household goods, shall 
embody in the estimate, among other 
things, an itemized statement of all 
known accessorial services to be per- 
formed, and the charges _ therefor. 
Nothing in the latter report and order 
modified the provision in rule 4 that the 
line-haul rate may not include the 
charge for any accessorial service. 


“While there appears to be no inherent 
objection to the accessorial services which 
the respondent proposes to provide; 
indeed, such personalized services would 
probably be of important advantage to 
both shippers and carriers of household 
goods, no sound reason has been ad- 
vanced for modifying the foregoing rule 
that the tariffs of common carriers of 
household goods shall separately state 
each service to be rendered and the 
charge therefor, and that the line-haul 
rate shall not include the charge for 
any accessorial service. 


Justification for Proposals 


‘The only justification offered by the 
espondent for not complying with rule 
in this respect is that there are many 
‘ippers of household goods who seek 
complete service, ‘and the matter of 
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how much of the charge is allocated for 
packing and how much for transporta- 
tion, is not of particular concern.’ While 
that may be true as to some shippers, 
we may safely assume that it is not 
true as to all shippers. 

“Rule 4 also provides that no acces- 
sorial charge shall be established which 
is lower than the cost of performing 
the service. We are not advised as to 
the exact amounts which it is proposed 
to include in the line-haul rates for 
accessorial services, and no attempt was 
made by the respondent to show that 
the amounts thus sought to be added are 
compensatory for the services to be per- 
formed. 

“Ex Parte No. MC-19 was a general 
investigation in which all motor common 
carriers of household goods were made 
respondents, and the rules and modifi- 
cations thereof prescribed therein were 
approved upon comprehensive records 
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which embodied the views of many car- 
riers and others ‘with wide experience 
in the movement of household goods. 
The appropriate vehicle for the modifi- 
cation of any of the general rules thus 
prescribed is Ex Parte No. MC-19, 
wherein there is full representation of 
the industry, whereas in this proceeding 
only one of the many common carriers 
of household goods is represented. See 
Acme Fast Freight, Inc. v. United States 
. . . decided May 14, 1957 by a three- 
judge statutory court for the southern 
district of New York. 


“We find that the proposed schedules 
are unlawful. An order will be entered 
requiring their cancellation and discon- 
tinuing the proceeding.” 


Merger of American Barge Line Co. 
Into Commercial Transport Approved 


1.C.C. Authorizes Merger of Rights, Property of American Barge Line 


Into Houston, Tex., Company for Ownership, Management, Operation. ' 
Surviving Entity Would Be Named American Commercial Barge Line Co. 


The Commission, division 4, has 
authorized Commercial Transport 
Corp., of Houston Tex., to acquire 
control of American Barge Line Co., 
of Jeffersonville, Ind., and its wholly- 
owned subsidiaries, through purchase 
of capital stock, and to merge the 
operating rights and property of 
American Barge into Commercial 
Transport for ownership, manage- 
ment, and operation, following which 
Commercial would be renamed 
American Commercial Barge Line Co. 


The action was by a report and order 
in MC-F-6331, Commercial Transport 
Corp.—Control and Merger—American 
Barge Line Co.; Control—Blaske, Inc., 
embracing Finance No. 19408, Commercial 
Transport Corporation—Securities. 

The Commission further authorized the 
“resultant acquisition” by the surviving 
company of control through stock owner- 
ship of the following wholly owned sub- 
sidiaries of American Barge: Blaske, Inc., 
Jeffersonville Boat and Machine Co., 
Glassport Terminal and Warehouse Co., 
Illinois River Terminal Co., Port of 
Louisville Terminal, Inc., and Wolf River 
Terminal Warehouse Co. 

In the embraced proceeding, the Com- 
mission authorized Commercial Trans- 
port (American Commercial Barge Line 
Co.) to issue not exceeding 637,521 shares 
of common capital stock, par value $3 
each, and to assume obligation in respect 
of securities in the aggregate principal 
amount not exceeding $5,447,500. 

If the transaction was consummated, 
the Commission said, Commercial Trans- 
port would be entitled to operate under 
the rights granted to American Barge in 
W-552 and W-552, Sub. 2, as modified in 
the instant proceeding by the elimina- 
tion of duplicate authority. 

With respect to the transaction and the 
operations involved, the Commission, in 
a “press release,” said: 

“At present, Commercial Transport 


holds no operating authority from the 
Commission, but provides an unregulated 
barge-line service transporting dry bulk 
and liquid bulk commodities on the Mis- 
sissippi River and its tributaries under 
the exemptions of the Act. These non- 
regulated operations with their assets 
and liabilities would be turned over to a 
new subsidiary, which would take over 
Commercial Transport’s present name. 
(The new company was referred to as 
new transport). 


“The company also currently controls 
through stock ownership numerous com- 
panies including Commercial Carriers, 
Inc., a motor carrier, and Commercial 
Barge Lines, Inc., a water carrier, both 
of which hold I.C.C. operating authority. 

“Under authority granted Commercial 
Transport by the Commission, it would 
become a water carrier holding author- 
ity and be entitled to operate under the 
rights granted American Barge, with 
modifications. It would be excluded from 
transporting motor vehicles and other 
wheeled equipment between the points 
which its subsidiary, Commercial Barge, 
may now serve. In addition, there would 
be eliminated from the authority of 
Blaske, Inc., those of its operating rights 
now duplicating the authority of Ameri- 
can Barge. Such duplication is prin- 
cipally in the transportation of general 
commodities in non-self propelled vessels 
between certain points on the Mississippi 
River and the Illinois Waterway. 


Financial Status 

“The Commission noted in connection 
with the secured obligations assumed 
by Commercial Transport that ‘aggre- 
gate principal installments of $467,000 
are due in 1957, $526,000 yearly thereafter 
through 1964, $520,500 in 1965, and ma- 
terially less thereafter. The combined 
net income of Commercial Transport, 
American Barge and their various sub- 
sidiaries in 1955, after provision for in- 
come taxes and before dividend deduc- 
tions, was about $3%4 million, and Ameri- 
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can Barge’s income alone was about one 
million.’ 

“ ‘Based on the financial data of record’, 
the Commission said, ‘applicants and 
their affiliates have conducted successful 
and profitable operations and the sur- 
viving company from its earnings and 
dividends received from its subsidiaries 
should encounter no undue difficulty in 
meeting the long-term debt to be assumed 
under the merger.’ 


“The balance sheets for July 31, 1956, 
for certain of the companies involved 
reflect assets as follows: Commercial 
Transport, $11,556,160; Commercial 
Barge, $2,544,561; Commercial Carrier, 
$4,585,359; American Barge, $16,672,208; 
Blaske, $3,090,971; and Jefferson Boat, 
$8,567,421.” 


Exemption Status 


The Commission, in its report, said that 
protestants, in excepting to the ultimate 
findings and conclusions of the examiner, 
rested their exceptions, in part, on a 
contention of injury should the new cor- 
poration proposed to be formed for the 
.purpose of carrying on the operations 
of Commercial Transport, act as the 
towing agent for the surviving corpora- 
tion and Commercial Barge in trans- 
porting regulated freight when handling 
dry bulk freight under contract on un- 
published charges in the same tow. 


“They urge,” the Commission said, 
“that although a ruling in a letter from 
the Bureau of Water Carriers dated 
March 27, 1944, to the effect that exempt 
bulk cargo does not lose its exempt status 
when handled in the same tow with 
regulated cargo by the tower under con- 
ditions prescribed in section 303(f) (2) 
has since been reversed by the decision 
in No. 32033, Commercial Transport Cor- 
poration—Exemption, Section 303(b) and 
303(f) (2), decided March 20, 1957, herein 
called the Exemption case, applicants 
would, upon approval of the instant 
transaction and pending the outcome of 
their appeal in No. 32033, transport reg- 
ulated and exempt traffic in the same 
tows in reliance upon the earlier ruling 
of March 27, 1944, to protestants’ detri- 
ment. They assert that in no event 
should the instant transaction be ap- 
proved until the exemption case becomes 
finally effective.” 


The Commission said that in its 
opinion, no sound reasons had been pro- 
vided by the protestants for withholding 
final consideration in the instant case 
pending the outcome of the petition for 
reconsideration in the exemption case, 
“as any possible return to the views ex- 
pressed in the earlier ruling of March 
27, 1944, would not necessarily require 
a denial herein.” 


Complex Corporate Structure 

“The aggregate size of the surviving 
company and its subsidiaries following 
consummation,” the Commission said, 
“does not necessarily require a denial of 
the application, because, as found by the 
examiner, with the liquidation of Ameri- 
can Barge and the creation of New 
Transport there will be no net increase 
in the corporate family from those now 
separately controlled by Transport and 
American Barge. It should be under- 
stood, however, that our sanction of the 
resulting complex intercorporate rela- 
tionships is with the express understand- 


ing that the surviving company shall 
following consummation, commence 
promptly the simplification of the cor- 
porations in the system it controls, di- 
rectly or indirectly, by merger into itself 
(1) of the properties of those companies, 
other than the new subsidiary, which 
hold no authority from this Commission, 
and (2) subject to our prior approval 
pursuant to an application under section 
5, which shall be filed within six months 
from the closing date, of the operating 
rights and properties of Blaske, Inc. Ap- 
propriate data showing the accounting 
covering such of those transactions as 
do not require our prior approval shall 
be furnished promptly after each trans- 
action is accomplished. Fulfillment by 
the surviving company of the foregoing 
would make possible reductions in ad- 
ministrative and operating expenses sub- 
stantially greater than those expected as 
a result of the instant transaction, and 
would be in line with our policy of en- 
couraging corporate simplification. 


Duplicate Authority 

“In numerous motor carrier cases 
where the result of approval would 
have been the creation, preservation, or 
extension of duplicate operations by sep- 
arate carriers under common control, 
which operations, except for the fact 
of common control, would be competitive, 
the Commission has either withheld its 
approval or has approved the transac- 
tion subject to a condition requiring 
cancellation or modification in the dup- 
licating rights. 

“The principle involved is equally ap- 
plicable to water transportation, and 
applicants have provided insufficient 
reasons why similar action should not be 
taken here. It seems that the service 
to be afforded by the surviving com- 
pany on automobile traffic following 
consummation would be wholly inade- 
quate if as contended it is necessary 
to continue maintaining Commercial 
Barge as a separate corporate entity 
and operator because of the highly 
specialized service required in the trans- 
portation of automobiles. 

“In this same connection, it should be 
pointed out that there are also substan- 
tial duplications between American 
Barge’s water carrier rights to transport 
traffic in interstate or foreign commerce 
and those of its wholly-owned subsidiary, 
Blaske, Inc. In fact all of the latter’s 
authority is duplicated by that of its 
parent, except that authorizing trans- 
portation by towing vessels in the per- 
formance of general towage between 
points on the Mississippi River from its 
confluence with the Illinois Waterway 
and Muscatine, Iowa, inclusive. 


“There is no sound basis provided by 
this record for authorizing the continu- 
ance of duplicating operations by the 
separate carriers, under the new owner- 
ship and control as here proposed, and 
our findings accordingly will contain the 
same condition as in the examiner’s 
findings regarding the cancellation of 
certain of the surviving company’s rights 
coincidentally with consummation, and, 
in addition, require the cancellation of 
all of the operating rights of Blaske, Inc., 
except those just mentioned.” 


The Commission also granted a motion 
of certain interests and individuals, ask- 
ing that they be dismissed as party ap- 
plicants as not necessary to the instant 
transaction. 


TRAFFIC WorRLD 


Motor Meat Rates to Five 
Points From Davenport Pu: 
On Basis With Other Origins 


On fresh meats, from Davenpo:t, 
Ia., to New York, N.Y., Boston, Mass., 
Philadelphia, Pa., Baltimore, Mi, 
and Washington, D.C., the Comm s- 
sion, division 3, has prescribed motor 
carrier rates the same as those that 
apply from competitive meat pac <- 
ing origins of St. Louis, Mo., aid 
Alton, Ill., for comparable distanc:s, 


The rates precribed were sought by ‘he 
complainant in MC-C-1907, Oscar Ma: er 
Packing Co. v. Riss & Co., Inc. By its 
report and order in the proceeding, 
handljed under modified procedure, di ’i- 
sion 3 found the rates assailed in ‘the 
complaint from Davenport to the nan ed 
destinations were unjust, unreasona le 
and unduly prejudicial to the extent 
they exceeded the rates sought, to which 
rates the Commission said might be 
added the same general percentage in- 
creases that were added to the rates 
from St. Louis to the same destinations. 

The present rates from Davenport, 
minimum 20,000 pounds, and the rates 
sought, minimum 30,000 pounds, were 
shown as follows: 

To Boston, $1.97 a 100 pounds, and 
$1.49; to New York, $1.90 and $1.47; to 
Philadelphia, $1.81 and $1.47 and to Balti- 
more and Washington, $1.77 and $1.47 


With respect to the increases, the Com- 
mission said that subsequent to the filing 
of the complaint, a 6 per cent class rate 
increase was published on July 16, 1956, 
in tariffs of the Eastern Central Motor 
Carriers Association to which the defend- 
ant was a party, thereby increasing the 
assailed rates from Davenport, and on 
that same date the defendant also in- 
creased its commodity rates by 5 per cent 
from competitive origins, except from St. 
Louis to New York, Philadelphia and 
Baltimore. 


Rates Regarded as Maximum 


“In the recommended reports,” the 
Commission said, “the examiner~found 
that the assailed rates are unreasonable 
to the extent that they exceed the 
combination rates over Chicago. As 
pointed out, the defendant is not a 
party to the rate factor from Davenport 
to Chicago, and thus the lower aggre- 
gate of intermediate rates is not pub- 
lished over any of its routes. 

“However, from the nine midwestern 
meat-packing points competitive with 
the complainant at these eastern desti- 
nations, the rates, in all of which the 
defendant participates, are on a sub- 
stantially lower level than those as- 
sailed, and on approximately the same 
level as those sought, and there is no 
reason to believe that the transporta- 
tion conditions are any different from 
Davenport than from competitive points. 

“As stated, there is no indication that 
the compared rates are in any respect 
depressed, and thus they present a fair 
standard with which to measure the 
maximum reasonableness of the rates 
assailed. The distances from Davenport 
are approximately the same as_ those 
from St. Louis and Alton, so that the 
rates from the latter points may ap- 
propriately be regarded as the maxi- 
mum which should be maintained from 
Davenport to these destinations. 

“It is noted that the rate from Alton to 
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Baltimore and Washington is $1.49, or 
higher than the rate of $1.47 from the 
me origins to the more distant points of 
> jladelphia and New York. The record is 
yersuasive that the rate from Davenport 
Baltimore and Washington should 
exceed that to Philadelphia or New 
k, and that this rate should not 
eed that from St. Louis. namely, 
7; and that the rate to Boston should 
exceed $1.49, the same as that from 
Louis and Alton to that destination. 
average minimum truck-mile earn- 
under the rates thus prescribed will 
7.7 cents, as compared with average 
ings of 47.8 cents from the nine 
yeting origins previously mentioned. 


so am mS 


7 © 44 
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Commission’s Findings 


ve find that the assailed rates from 
nport are unjust and unreasonable 
unduly prejudicial to the extent 
they exceed or may exceed $1.47 
altimore, Washington, Philadelphia, 
New York City, and $1.49 to Boston, 
ct to a minimum of 30,000 pounds, 
iich rates may be added the same 
‘al percentage increases that are 
i to the rates from St. Louis to the 
destinations. An appropriate order 
be entered.” 
e order required that the prescribed 
be established on or before August 
1 not less than 30 day’s notice. 


$.6. Motor Subsidiary 
Granted Rights in Oregon 


The Pacific Motor Trucking Co., of 
San Francisco, Calif., motor carrier sub- 
sidiary of the Southern Pacific Co., has 
been granted authority by the Commis- 


sion, division 1, to transport general 
commodities, with exceptions, between 
Newport and Toledo, Ore., over US. 
Highway 20, serving no intermediate 
points. 

By a report and order in MC-78786, 
Sub. 209, Pacific Motor Trucking Co., 
Extension—Alternate Route, Oregon, the 
Commission also authorized dual opera- 
tions. Commissioner Walrath filed a con- 
curring opinion and Commissioner Mc- 
Pherson dissented. 


“Since applicant is presently trans- 
porting substantial traffic between Port- 
land and Toledo over its presently au- 
thorized routes,” the Commission said, 
“the use of the proposed route in con- 
nection with its present routes will per- 
mit a more expeditious and economical 
operation without any new service being 
added. The resultant economies are esti- 
mated to save $8,000 a year.” 


Noting that the applicant held permits 
as a contract carrier of new automobiles, 
trucks and buses between certain points 
in California and Nevada, and between 
certain points in California, the Commis- 
sion said the operations were “not com- 
petitive with those proposed herein.” 


_ The authority granted was made sub- 
ject to the condition that “service shall 
not be rendered from or to, or traffic 
interchanged at, any point which is not 
a station on the lines of the Southern 
Pacific Co., if such point is more than 


10 miles by highway from such sta- 
MOR... 


“We further find,” the Commission 
said, “that the holding by applicant of a 
‘ertificate herein and the holding by it 
of permits in MC-78786 (Sub-Nos. 23, 
’, 30, and 31) will be consistent with 

e public interest and the national 


me 


transportation policy; and that a certifi- 
cate authorizing the above-described 
operation should be granted .. .” 


Separate Expressions 


Commissioner Walrath, in his con- 
curring opinion, said that in approving 
the grant of alternate-route authority 
and dual operations of Pacific Motor 
Trucking Co., he desired to state that 
his position in respect of dual opera- 
tions by that carrier had not changed 
from that expressed in his dissent to 
the report in MC-78787, Sub. 34, Pacific 
Motor Trucking Co., Extension—Oregon. 

“However,” he continued, “a majority 
of the Commission has recently found 
the holding of certificates and permits by 
applicant to be consistent with the 
public interest and national transpor- 
tation policy, and on the basis of that 
finding I join in approving the grant of 
authority.” 

Commissioner McPherson said that 
for the reasons given in his dissenting 
expression in MC-78787, Sub. 34, “I am 
unable to approve a grant of any author- 
ity here.” 


Rate Enabling Pool-Truck 
Distribution to Displace 
Candy Warehouse Rejected 


A motor carrier rate published 
on confectionery and similar items, 
made to permit a shipper who had 
closed a warehouse to ship lesser 
quantities in pool-truck distribu- 
tion service from Chicago to the 
Twin Cities, has been found unjust 
and unreasonable and ordered can- 
celed by the Commission, division 2. 

In I. and S. M-8921, Candy and Chem- 
icals—Between Twin Cities & Chicago, 
the division ordered canceled by August 
2, on one day’s notice, a proposed reduced 
motor carrier rate of 95 cents, minimum 
15,000 pounds, on candy or confectionery, 
pop corn, edible nuts, and certain bakery 
goods, foodstuffs and beverage prepara- 
tions, from Chicago to the Twin Cities. 
The division said the rate, published to 
become effective September 17, 1956, by 
Agent A. R. Fowler (Mercury Motor 
Freight Lines, Inc., was the principal 
proponent) and suspended until April 17 
on protest of Middlewest Motor Freight 
Bureau, when the rate became effective, 
was to alternate with respondent’s pres- 
ent rates of $1.21, 76 cents and 68 cents, 
minimum 10,000, 20,000, and 30,000 
pounds, respectively. 

The division said that the shipper had 
generally moved in truckloads to re- 
plenish a St. Paul warehouse stock, but 
that “for purposes of economy to offset 
increased costs, the warehouse has now 
been closed and pool-truck distribution 
service from Chicago has been sub- 
stituted instead.” 


The division said that orders were filled 
daily, fluctuating from day to day, re- 
sulting in some shipments under 20,000 
pounds. At present rates, it said, the 
shipper was compelled to pay for a 
substantial deficiency in weight “which 
greatly reduces its savings under the new 
distribution arrangement.” 


It did not appear, said the division, 
that the transportation characteristics 
of commodities used for comparative 
purposes—compressed gases, edible nuts, 
salted sunflower seeds, plastic materials, 
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and paints and related articles—were 
similar to those of candy. 

“So far as appears,” the division said, 
“at the proposed rate and minimum, 
earnings would not equal the cost of 
the service. To overcome the deficit the 
respondent relies on revenue from addi- 
tional less-truck-load shipments moving 
in the same vehicle. There is no probative 
evidence in this respect and the result 
is not shown with sufficient definiteness 
to warrant a conclusion that the proposed 
rate would be reasonably compensatory.” 

The schedules also proposed to estab- 
lish certain rates on chemicals, the divi- 
sion said, but that the respondent offered 
no evidence with respect to those rates, 
other than that some of them had been 
canceled. 


Division 2 Divided Over 
Wording in Finding on 
New Motor Contract Rate 


A report and order by the Com- 
mission, division 2, in I. and S. 
M-8892, Crude Oil Concentrate— 
Decatur, Ind. to Rush City, Minn., 
showed that the three members of 
the division agreed that the sus- 
pended rate should be disapproved, 
but that one member of the division 
objected to the wording of the ma- 
jority’s finding. 

The majority found that a new motor 
contract carrier minimum rate of $1 a 
100 pounds, minimum 30,000 pounds, on 
crude oil concentrate, from Decatur, Ind., 
to Rush City, Minn., “is not shown to 
be just and reasonable.” 

In a dissenting opinion, Commissioner 
Murphy said: 

“Since we are disposing of a new rate, 
the burden of proof is not on the re- 
spondent and it is necessary to find the 
rate ‘unjust and unreasonable’ and not 
merely ‘not shown to be just und reason- 
able’ as would be true for a changed 
rate. This distinction has customarily 
been observed and I would observe it 
in this proceeding by finding the new 
rate on the basis of all the evidence 
presented to be unjust and unreason- 
able.” 

The rate was filed by Stillpass Transit 
Co., Inc., to become effective September 
3, 1956, the division said. It said that on 
protest of the Western Trunk Line Ter- 
ritory railroads, operation of the sched- 
ules was suspended until April 3, and the 
respondent thereafter voluntary post- 
poned the effective date indefinitely. 


Respondent’s Equipment Preferred 


The division said that the shipper, 
Central Soya Co., Inc., had used rail tank 
cars at the class rate of 98 cents, min- 
imum 60,000 pounds, but because of some 
contamination and difficulty in unload- 
ing, the shipper desired to use respond- 
ent’s insulated’ stainless-steel tank 
trucks. At the same rate, the rail min- 
imum was 30,000 pounds if the concen- 
trate were shipped in barrels, but, ac- 
cording to the shipper, the demand was 
so. great that movement in barrels was 
impractical, the division said. 

On the question of costs to the re- 
spondent, the division said that it might 
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be that the estimated yield of 32.83 cents 
Was reasonably accurate, but on the rec- 
ord there was no support for a finding 
that it would be compensatory. 

“Under certain circumstances average 
costs are entitled to some consideration 
but generally are not a good test of rea- 
sonableness,” the division said. “The 
mere preference of a shipper for the 
respondent’s service is no justification 
for the establishment of a minimum rate 
which, so far as appears, is unreasonably 
low because below the cost of the service. 

“We find that the proposed minimum 
rate is not shown to be just and rea- 
sonable. An order will be entered requir- 
ing its cancellation and discontinuing 
the proceeding.” 

The order required the rate canceled 
on or before August 7, on not less than 
one day’s notice. 


Truck Line Not Operating 
Unlawfully, 1.C.C. Finds 


The Commission, division 1, by a re- 
port and order in MC-C-1981, R.C. Motor 
Lines, Inc., and Great Southern Truck- 
ing Co. v. Ploof Transfer Co., Inc., has 
found that the transportation by the de- 
fendant of electric motors from Jackson- 
ville, Fla., to a point of interchange in 
Virginia for delivery by a connecting 
line at Halethorpe (Baltimore), Md., and 
of electric motors, internal combustion 
engines, internal crank cases and internal 
combustion parts, from Jacksonville to 
Augusta, Ga., and Montgomery, Ala., 
was not as alleged in the complaint, in 
violation of the defendant’s operating 
authority. 

The Commission said that the sole 
question to be determined was whether 
the involved commodities fell within the 
commodity descriptions contained in de- 
fendant’s certificate. 

The Commission said defendant held a 
certificate authorizing, so far as here 
material, the transportation of (1) arti- 
cles requiring specialized handling or 
rigging, and (2) articles requiring spe- 
cialized handling or rigging because of 
size or weight. 

“The record is convincing that these 
motors and the other commodities de- 
scribed by the examiner are not sus- 
ceptible to loading and unloading by any 
manual method, and that the use of 
specialized equipment, such as cranes, is 
required,” the Commission said. “The 
fact that on the considered shipments 
such equipment was supplied by the 
consignor and consignee does not change 
the situation as to the nature of the 
commodities, since they still require the 
use of special equipment and special 
handling in loading and unloading.” 

A question raised by complainants con- 
cerning the alleged violation by defend- 
ant “of our leasing regulations has be- 
come moot,” the Commission said. The 
complaint was dismissed. 


Forwarder Ratings on Games 
And Toys Subject of Report 


The Commission, division 3, has issued 
a@ report and order on further hearing 
in I. and S. No. 6497, Freight Forwarder 
Traffic in Official Territory, affirming its 


findings in a prior report, 298 I.C.C. 450, 
that schedules of National Carloading 
Corp., naming exceptions ratings on 
games and toys within Official Territory 
are just and reasonable, and that sched- 
ules of Pacific & Atlantic Shippers, Inc., 
and Lifschultz Fast Freight are not 
shown to be just and reasonable. 

The latter two forwarders were re- 
quired to cancel their schedules on or 
before July 22, on not less than one 
day’s notice. The schedules of other 
respondents, except ABC Freight For- 
warding Corp., and Kelleher Carloading 
& Distributing Co. (Midland Forwarding 
Corp.) were found just and reasonable. 
The Commission said that ABC and 
Kelleher had canceled their schedules 
subsequent to May 9, the date of the 
prior report and order, and that those 
schedules were no longer in issue. 

It said that Pacific & Atlantic and 
Lifschultz introduced no evidence on 
further hearing, and “consequently, their 
schedules will be found not shown to be 
just and reasonable.” 

The other forwarders were identified 
as Republic Carloading and Distributing 
Co., Inc., Acme Fast Freight, Inc., Uni- 
versal Carloading and Distributing Co., 
Inc., Texas Freight Co., Inc., Interna- 
tional Forwarding Co., and Springmeir 
Shipping Co., Inc. 

“On further hearing,’ the Commission 
said, “we affirm the findings in the prior 
report that the schedules of National are 
just and reasonable, and that those of 
Pacific & Atlantic and Lifschultz are not 
shown to be just and reasonable. We 
further find that the schedules of the 
other forwarders named do not con- 
stitute an unfair or destructive com- 
petitive practice, and are just and reason- 
able. An order will be entered requiring 
the cancellation of the schedules of 
Pacific & Atlantic and Lifschultz and 
discontinuing the proceeding.” 


Cleveland Interests Allowed 
To Control Buffalo Carrier 


The Commission, division 4, has ap- 
proved and authorized the acquisition by 
Bolin Drive-A-Way Co., a certificated 
motor carrier, and by General Auto- 
Transport Co., a non-carrier corporation, 
both of Cleveland, O., of control of Cen- 
tral Car Carriers, Inc., of Buffalo, N.Y., 
through purchase of capital stock, and 
by Glen O. Bolin, Rhea I. Bolin and 
Mary E. Rice, all of Cleveland, of control 
of the rights and property through the 
transaction. 

A report and order were issued in 
MC-F-6505, Bolin Drive-A-Way Co.— 
Control—Central Car Carriers, Inc., in 
which the Commission ordered that, on 
consummation of the transaction, Gen- 
eral Auto Transport Co. would be consid- 
ered as a motor carrier subject to the 
provisions of sections 204(a)(1) and (2), 
214 and 220 of part II of the interstate 
commerce act. This company, although 
not a carrier, it said, was controlled in 
a common interest by Rhea I. Bolin, 
with Bolin Drive-A-Way Co., “to whom it 
leases equipment and apparently sells 
fuel.” 


The Commission said that in its order 
authorizing General Auto Transport Co. 
to acquire joint control with Bolin 
Drive-A-Way Co., of Central Car Car- 
riers, Inc., it might, under section 5(3) 
of the act, provide that General Auto 
should be considered as a motor carrier 
subject to the provisions of sections 
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204(a) (1) and (2) and 220 of part Iv, 
which related to reports and accounts of 
carriers, and to the provisions of sectica 
214 of part II, which related to the iss: - 
ance of securities and assumption of li: - 
bility in respect of securites of others. 


“The primary interest of Gener.l 
would be in carriers engaged in tran;- 
portation of related interests and fir 
this reason it should be subjected o 
those provisions of the act, and the ord :r 
herein will so provide,” the Commissi: n 
said. 


The transaction proposed, it sad, 
would unite under one management ce °- 
tain services in the transportation of ai- 
tomobiles and related commodities 0 
and from points in 17 states and tie 
District of Columbia, and from Kei +t, 
O., and points in Madison County, Al.., 
to all points in the United States, wih 
respect to certain commodities. 


COMMISSION REPORTS 


An asterisk before the docket number 
means that the report will not be printed 
in full in the permanent series of Com- 
mission reports. Mimeographed copies of! 
such reports in full may be obtained by 
prompt application to the Commission. 


Chestnut Wood Extract 


No. 31709, Bona Allen, Inc. v. Norfolk & 
Western Railway Co., et al. By division 
2. Modified procedure followed. Repara- 
tion awarded. Found applicable, com- 
modity rate of 75 cents a 100 pounds 
charged on shipments of chestnut liquid 
wood extract, in tank-carloads, from 
Buena Vista, Va., to Buford, Ga., in two- 
year period prior to January 11, 1955, via 
Davidson, N.C. Found inapplicable, rate 
of 68 cents charged on shipments routed 
via China Grove, N.C., the applicable 
rate having been found to be a com- 
bination rate of 90 cents, composed of a 
Class 30 rate of 68 cents from Buena Vista 
to Flowery Branch, Ga., and a Class 30 
rate of 22 cents beyond. Further found 
that the applicable rates “were, are, and 
will be unjust and unreasonable to the 
extent that they exceeded, exceed, or 
may exceed the Class 30 rate from Buena 
Vista to Buford.” Defendants required to 
cease and desist, by September 12, from 
maintaining a rate exceeding that on the 
basis found reasonable and to establish, 
by that date, on 30 days’ notice, a rate 
not exceeding that on the basis found 
reasonable. The Commission said the 68- 
cent rate charged on some of the ship- 
ments was on the classification basis 
established on May 30, 1952, and that thus 
the applicable rates exceeded the classi- 
fication basis, which was generally re- 
garded by the Commission as the maxi- 
mum for application on any shipment. 


Ground Clay 


No. 31883, Magnet Cove Barium Cor- 
poration v. Chicago, Burlington & Quincy 
Railroad Co., et al. By division 2. Modi- 
fied procedure followed. Complaint dis- 
missed on finding not shown to have 
been or to be unjust, unreasonable, or 
unduly prejudicial, rates charged on 319 
carloads of ground clay, in bags, moved 
from Greybull, Moorcroft, and Upton, 
Wyo., to Harvey, La., on and between 
March 24, 1951, and August 29, 1955. The 
Commission said that of the 319 ship- 
ments, 65 moved from Moorcroft and 
Upton on and between March 24, 1951, 
and February 18, 1953, at a rate of 65 
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its per 100 pounds, minimum 60,000 
ounds, and 254 moved from Greybull 
and between February 6, 1952, and 
sust 29, 1955, at rates ranging from 
*, 5 to 71 cents, minimum 60,000 pounds. 
y Commission said the issues presented 
uired a determination with respect to 
proper classification of the com- 
lity shipped; that is, whether it was 
tonite or common clay; and whether 
,0t the exceptions class rates pub- 
ed in the defendants’ tariffs on clay, 
I.B.N., crude or ground, restricted in 
tanner so as not to apply on clay 
essed or commercially suitable, when 
essed, for certain purposes set forth 
1e governing commodity descriptions, 
application as components in arriv- 
at lower aggregate rates based on 
, La., and displaced the joint com- 
ity rates assailed for application on 
ments made on and after June 1, 
The Commission said the evidence 
‘rated that the complainant’s ship- 
ts consisted of Wyoming bentonite 
siimlar to that described by divi- 

3 in Federal Foundry Supply Co. 
altimore & Ohio Railroad Co., 206 
*. 796. With respect to a contention 
1e complainant that the rates from 
ming were unduly preferential of 
is, La., and unduly prejudicial to 
vey and the complainant, the Com- 
ion said the evidence failed to show 
sompetition between the complainant 

a receiver at Buras, or that the 
lainant had been subjected to any 
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Examiner Would Authorize 
Katy to Abandon Branch 
In Kansas 112 Miles Long 


Examiner H. J. Blond, by a pro- 
posed report in Finance No. 19503, 
Missouri-Kansas-Texas Railroad Co., 
Abandonment, has recommended 
that the Commission, division 4, 
authorize abandonment by the ap- 
plicant of that portion of its branch 
line of railroad extending between 
Piqua and Junction City, in Wood- 
son, Coffey, Lyon, Morris and Geary 
counties, Kan., a distance of 112.48 
miles, together with -.10.07 miles of 
other trackage. 


Authority to abandon the line should 
be subjected to conditions for the pro- 
tection of employes who might be ad- 
versely affected, the same as those pre- 
scribed in Chicago, B. & Q. R. Co., 
Abandonment, 257 I.C.C. 700, Examiner 
Blond said. 

The line presently was in a poor state 
of maintenance but was maintained suf- 
ficiently to provide safe operations, the 
examiner said, adding that the salvage 
value of the line as of March, 1957, was 
estimated by the applicant to be $696,031, 
including the sale value of the land. 

The applicant’s chief engineer testified 
that, if the line was to continue in 
operation, substantial rehabilitation must 
be commenced within the next 12 
months, the examiner said, adding that 
his program would involve the expen- 
diture of $74,450 each year for 10 years 
in addition to providing the ordinary 


Pt 
disadvantage in the marketing of its 
product by reason of a lower rate basis 
to Buras. It said that adjustment of 
the rates to Buras on the uniform class- 
rate basis and cancellation of the present 
exceptions rating, which the defendants 
asserted they were considering, would 
have the effect of eliminating any un- 
protected fourth-section departures. 


Automobile Parts 


I. and S. M-9162, Automobile Parts— 
Bay City, Mich., to Evansville, Ind. By 
division 3. Modified procedure followed. 
Schedules ordered canceled on or before 
August 6, on not less than one day’s 
notice, on finding not shown just and 
reasonable a proposed rate of 95 cents a 
100 pounds, minimum 20,000 pounds, on 
automobile parts, from Bay City, Mich., 
to Evansville, Ind. The Commission said 
the rate was filed to become effective 
November 22, 1956, by Ellis Trucking Co., 
Inc., and Marion Trucking Co., Inc., but 
that on protest. of the Central States 
Motor Freight Bureau, operation of the 
rate was suspended to and including 
June 21. The Commission said the pres- 
ent rates maintained by the respondents 
and protestant on the traffic ranged from 
101 to 192 cents, subject to minima 
ranging from 16,000 to 20,000 pounds. The 
Commission said it was not satisfied that 
the proposed rate was reasonably com- 
pensatory nor that it would not consti- 
tute an unfair and destructive competi- 
tive practice. 


maintenance of the line at the cost of 
$163,486 each year, making a total 
expenditure of $2,379,360 within 10 years. 

“Of the points on the line to be 
abandoned, Moody and Council Grove 
are served also by the Missouri Pacific 
Railroad Co.; Burlington and Emporia 
are served by the Atchison, Topeka & 
Santa Fe Railway Co.; White City is 
served by the Chicago, Rock Island & 
Pacific Railway Co., and Junction City 
is served by the Union Pacific Railroad 
Co.,” the examiner said. 

“Freight is interchanged with the 
applicant at those points, and, except 
at Moody where no industry is located, 
the carriers mentioned perform recip- 
rocal switching at industries on the 
line under arrangements “with the 
applicant. 


Other Rail Service 


“At the five points in question, the 
applicant serves a total of 37 industries 
and the competing railroads serve a total 
of 66 industries. Pursuant to negotia- 
tions with the applicant, the Santa Fe, 
the Missouri Pacific and the Union Pa- 
cific have agreed tentatively to take 
over spurs and other necessary facilities 
on the line for the purpose of providing 
direct service to the industries served 
by the applicant at Emporia, Burlington, 
Council Grove and Junction City. 
Similar negotiations are in progress with 
the Rock Island to serve the applicant’s 
industries at White City.” 

Regarding the financial operation of 
the line proposed to be abandoned by 
the Katy, the examiner said there were 
net deficits of $5,365, $78,218 and $66,003 
in 1954, 1955 and 1956, respectively. 

“A primary consideration in favor of 
abandonment is that the points which 
provide the applicant with most of its 
traffic flow also are served by other 
railroads, and the industries which de- 
pend mostly on the line can be served 
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satisfactorily by other railroads,” Ex- 
aminer Blond said. 


“Each railroad that connects with the 
line has shown willingness to take steps 
to provide service in lieu of that here- 
tofore offered by the applicant. To as- 
sure that the most practicable and least 
disturbing manner of having the other 
railroads substitute service for that now 
provided by the applicant, permission to 
abandon the line should be subject to 
the condition that any part of the line, 
tracks, and facilities essential to con- 
tinued operation in interstate commerce 
shall be sold to any responsible person, 
firm, or corporation offering, within 40 
days from the date of the certificate to 
be issued, to purchase the line or a por- 
tion thereof, for continued operation, at 
a price not less than the net salvage © 
value of the property sought to be ac- 
quired. 

“No other point on the line is as much 
as 11 miles from a station of one of the 
railroads which will continue to serve 
points on the line. Important, too, is 
that, based upon 1956 inbound and out- 
bound movements, the points that will 
lose direct railroad service provide a 
combined total of fewer than one car- 
load a day over the line. The foregoing 
findings, considered in light of the sub- 
stantial operating losses experienced 
during the past two years, the absence of 
any prospect of developing new business 
for the applicant in the affected area, 
or of recovering the traffic lost to truck 
competitors, the presence of convenient 
routes via other connecting points for 
handling traffic now moving over the 
line as overhead business, and the in- 
evitable high cost of maintenance and 
rehabilitation that would be required to 
operate the line safely, warrant the 
conclusion that continued operation of 
the line would impose an undue and 
unnecessary burden upon the applicant 
and upon interstate commerce. The pro- 
posed abandonment should be permit- 
ted.” 


Burlington 


By a report and order in Finance No. 
19495, Chicago, Burlington & Quincy 
Railroad Co. Abandonment, the Com- 
mission, division 4, has authorized the 
Burlington to abandon a branch line of 
railroad extending from Osceola to the 
end at Truro, 21.7 miles, in Madison, 
Warren and Clarke counties, Ia. Condi- 
tions for the protection of employes, 
the same as set forth in Chicago, B. & 
Q. R. Co., Abandonment 257 I.C.C. 700, 
were prescribed. The division said that 
the branch had been operated at a def- 
icit for the last three years and that 
common carrier truck service was avail- 
able to the area. 


M. & St. L. 


The Minneapolis & St. Louis Railway 
and the Chicago & North Western Rail- 
way Co., have been authorized by the 
Commission, division 4, by a report and 
order in Finance No. 19706, Minneapolis 
& St. Louis Railway Co. et al.; Aban- 
donment, to abandon an interchange 
track, approximately 0.211-mile long, at 
Gifford, Hardin County, Ia., subject to 
conditions for the protection of employes 
the same as prescribed in Chicago, B. & 
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Q. R. Co., Abandonment, 257 I.C.C. 700. 
The division said that the slight use 
to which the Gifford facilities were sub- 
jected in effecting interchange indicated 
that the continued maintenance and 
operation of the track at that point 
would impose an undue and unnecessary 
burden on the applicants and on inter- 
state commerce. 


Rock Island 


By an application docketed as Finance 
No. 19802, the Chicago, Rock Island & 
Pacific Railroad Co. asks authority to 
abandon segments of its branch line 
in Oklahoma between Homestead and 
the intersection with the St. Louis- 
San Francisco Railway, 1.4 miles north 
of Augusta, a distance of 32.34 miles, 
and between Okeene Junction and War- 
ren, a distance of 15.03 miles, all in 
Blaine, Major and Alfalfa counties. 
These segments had been subjected to 
severe damage in the past and they 
were recently placed out of operation 
due to serious washouts and extensive 
damage from high water, the appli- 
cant. said. These segments of line had 
been expensive and difficult to maintain 
and they were now in need of substan- 
tial rehabilitation to restore them to 
an operating condition, applicant said, 
adding that the large expenditure of 
money necessary to restore and re- 
habilitate the lines was not justified in 
view of the volume of traffic which now 
existed or might be expected. 


Leelanau-C. & O. 


By an application filed in Finance No. 
19804, the Leelanau Transit Co., asks au- 
thority to abandon its line of railroad 
extending from a connection with the 
line of the Chesapeake & Ohio Railway 
Co., at Hatch’s Crossing, in Elmwood 
Township, northerly to Northport, in 
Leelanau Township, a distance of 24.04 
miles, all in Leelanau County, Mich. The 
Chesapeake & Ohio, a party applicant, 
asks for authority to abandon operation 
of the line, and in addition, for au- 
thority to abandon its branch, and the 
operation thereof, extending from a 
point in Elmwood Township, Leelanau 
County, Mich., in a generally northerly 
direction to Hatch’s Crossing a distance 
of approximately 3.62 miles, all in Elm- 
wood Township, Leelanau County. Ap- 
plicants said that the present business 
did not justify the existence of the line 
and that there appeared to be no pros- 
pect of any increase in traffic for this 
line. 


Delaware Railroad 


The Commission, division 4, by a report 
and certificate in Finance No. 19695, Del- 
aware Railroad Co., et al. Abandonment, 
has authorized the Delaware Railroad 
to abandon a line of railroad extending 
in a southerly direction from Easton to 
Oxford, approximately 8.87 miles, in Tal- 
bot County, Md., and has authorized the 
Pennsylvania Railroad to abandon oper- 
ation of the line. The Commission said 
that the line had been operated at a 
loss and was in need of rehabilitation if 
it was to continue in service. No indus- 
tries were dependent on the line and 
it received little or no use from the 
general public, the Commission said. 


Its abandonment would permit the 
elimination of six potentially hazardous 
grade level crossings, it said, adding that 
under the circumstances, the continued 
operation of the line would impose an 
undue and unnecessary burden on the 
applicant and interstate commerce. 


Missouri Pacific 


By an application in Finance No. 19809, 
the Missouri Pacific Railroad has asked 
the Commission for authority to abandon 
its Georgetown subdivision, a branch line 
9.97 miles in length, from Round Rock, 
Tex., to the end at Georgetown, all in 
Williamson County, Tex. The applicant 
said that Georgetown was the only town 
served by the line, which was also served 
by the main line of the Missouri-Kansas- 
Texas Railroad. The volume of traffic 
originating and terminating at George- 
town was not sufficient to support two 
railroads, applicant said. 


COMMISSION MOTOR REPORTS 


An asterisk before the docket number 
means that the report will not be printed 
in full in the permanent series of motor 
carrier reports of the Commission. Mime- 
ographed copies of such reports in full 
may be obtained by prompt application 
to the Commission. 


* MC-103051, Sub. 21, Walker Hauling 
Co., Inc., Atlanta, Ga., Extension— 
Cottonseed Oil. Certificate granted. 
Cottonseed Oil, soybean oil, and blends, 
thereof, in bulk, in tank vehicles, from 
Atlanta, Ga., to Roanoke, Va., and 
Memphis, Tenn., over irregular routes. 

MC-26907, Sub. 12, Ripon Trucking Co., 
Ripon, Wis., Ext2nsion—New York, N.Y. 
Permit granted. Cooki:s, from Ripon to 
Buffalo, Rochester, Syracuse and New 
Yo:k, N.Y., and Allentown and Phila- 
delphia, Pa., and sugar, from New York, 
N.Y., to Ripon, over irregular routes. 

* MC-116239, Lawrence Fender Minne- 
apolis, Minn. Contract Carrier Applica- 
tion. Permit denied. Over irregular 
routes, malt beverages, from Milwaukee, 
Wis., to points in the commercial zone 
of Minneapolis-St. Paul, Minn., and, on 
return, empty containers or other such 
incidental facilities used in transporting 
malt beverages. 


* MC-116077, Sub. 12, Robertson Tank 
Lines, Inc., Houston, Tex., Extension— 
Sugar Land, Tex. Certificate granted. 
Over irregular routes, liquid sugar, in 
bulk, in tank vehicles, (1) from Sugar 
Land, Tex., to points in Ark., Kan., La., 
and Okla., and (2) from Chalmette, La., 
to Houston and Dallas, Tex. 


* MC-115679, Sub. 1, Bill Smith, dba 
Smith Truck Line, Science Hill, Ky., Ex- 
tension—Specified Commidities. Certifi- 
cate granted. Over irregular routes, (1) 
agricultural machinery and related com- 
modities from Nashville, Tenn., to Science 
Hill, (2) fertilizer, from Cincinnati, O., 
to Science Hill, (3) frames for box spring 
mattresses, from Science Hill to Nash- 
ville, (4) unfinished lumber, from Science 
Hill to Cincinnati and Morristown, Tenn.., 
and (5) feed, from Cincinnati to Eu- 
bank, Ky. 

MC-114091, Sub. 14, Direct Transport 
Co., of Kentucky, Inc., Louisville, Ky., 
Extension — Salem, Ill. Certificate 
granted. Isopentane, in bulk, in tank 
vehicles from Selmaville Ill. to Louis- 
ville Ky. over irregular routes. The Com- 
mission concluded that isopentane al- 
though a petroleum product, was not a 
liquefied petroleum gas. 


TRAFFIC WorRLD 


MC-109467, Sub. 4, Shaw Warehouse 
Co., Birmingham, Ala., Extension—Meats 
and Related Products, Permit granted, 
Meats, meat products and meat by- 
products and articles distributed by m¢ at 
pac'tinghouses, in pool car and pool tric 
distribution service, from Birmingha 
Ala., to points in specified counties 
Alabama, over irregular routes. 

MC-96448, Sub. 2, Brock Ledge, I 
Hackensack, N.J., Extension—Rhi 
Isiand and Other Siates. Certific: 
granted. Horses, other -than ordina 
and equipment and paraphernalia in °i 
dental to the transportation, care < 
display of such horses, between points in 
N.Y., and NJ., on the one hind, a.d, 
on the other, points in R.I., O., Ky., and 
D.C., over irregular routes. 

MC-89706, Sub. 24, Motorway Co:p,, 
Columbus, O., Extension—New Jersey. 
Permit denied. Glass containers, end 
caps, covers, and tops therefor, and c r- 
rugated paperboard containers, from 
Huntington, W.Va., and points within 
three miles thereof, to points in IIl., and 
N.J., and those in a described area in 
Wisconsin, over irregular routes. 

* MC-82492, Sub. 9, W. J. Hands, dba 
Michigan & Nebraska Transit Co., Grand 
Rapids, Mich., Extension—Storm Lake, 
Ia. Certificate granted. Over irregular 
routes, meats, meat products, meat by- 
products, and articles distributed by 
meat packinghouses, from Storm Lake, 
Ia., to points in the lower peninsula of 
Michigan. 

MC-116015, Sub. 1, Roger C. Doty, 
Willsboro, N.Y., Contract Carried. Per- 
mit granted. Rough sawed lumber, from 
points in Essex and Clinton counties, 
N.Y., and Addison County, Vt., to points 
N.J., Conn., Mass., Pa., Vt., and N.Y., over 
irregular routes. 

MC-116073, John C. Barrett, dba Moor- 
head Phillip’s Service, Moorhead, Minn., 
Common Carrier. Certificate granted. 
Over irregular routes, (1) new and used 
mobile homes, in secondary movements, 
truckaway, between points in Cass 
County, N.D., on the one hand, and, on 
the other, points in Minn., and Mont. 
and (2) used mobile homes, truckaway, 
between points in Clay County, Minn. 
on the one hand, and, on th2 other, 
points in N.D. and Mont. ™ 


MC-4405, Sub. 282, Dealers Transit, 
Inc., Chicago, Ill., Extension— Portland, 
Ore. Certificate granted. Over irregular 
routes, trailers and semitrailers, other 
than those designed to be drawn by 
passenger automobiles, and trailer 
chassis, in initial movements, truckaway, 
from Portland to points in Colo., Nev., 
N.M., Utah, Wyo., and those in Cali- 
fornia, except San Francisco, Oakland 
and points within 150 miles of the Cali- 
fornia-Oregon state line, over irregular 
routes. 


* MC-42614, Sub. 20, Chicago & North 
Western Railway Co., Extension—Express 
Shipments. General commodities, mov- 
ing in express service, (1) between St. 
Paul, Minn., and Sioux City, Ia., and (2) 
between Sioux City and Omaha, Neb., 
over regular routes, serving specified in- 
termediate points, subject conditions. 

* MC-9895, Sub. 88, R. B. “Dick” Wilson, 
Inc., Denver, Colo., Extension— Vege- 
table Oils, embracing MC-9895, Sub. 839, 
Same, Extension—Aggregates. Certifi- 
cates granted. In the title proceeding, 
vegetable oils, in bulk, in tank vehic'!es, 
from Sidney. Neb., to points in Mo., Kan., 
Colo., and Utah, over irregular routes. 
In the embraced proceeding, concrete 
aggregates, from Laramie, Wyo., to points 
in Colo., Utah, Neb., Ida., Kan., and 
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that part of South Dakota in and west 
co: Perkins Meade, Pennington, Washa- 
baugh and Shannon counties, S.D., over 
j:regular routes. 

\IC-112049, Sub. 3, McBride’s Express, 
Inc., Mattoon, Ill, Extension—Llinois. 
C ytificate denied; General commodities, 
y -h exceptions, between points in a 
s, cified area in Illinois, on the one 
h od, and, on the other, Decatur, Ill. 

MC-10622, Sub. 3, Yosemite Park and 
(. cry Co., Yosemite National Park, Calif., 
FE ension—Brockway, Calif. Certificate 
e ated. Passengers and their baggage, 
i) seasonal operations, between Brock- 
v Calif., and the junction of Nevada 
E lhiway 28 and U.S. Highway 50, over a 
1 lar route,’ serving all intermediate 
) ts. 
C-70825, Sub. 3, J. A. Garvey Trans- 
p. ation, Inc., Dorchester, Mass., Exten- 
sii —General Commodities. Certificate 
g) ited. General commodities, with ex- 
ce ions, from Sanford, Me., to Boston, 
M ;s., over a regular route, serving cer- 
ta . intermediate and off-route points. 

>-103378, Sub. 56, Petroleum Carrier 
Cc o., Jacksonville, Fla., Extension— 
Si. ohurie Acid. On reconsideration, cer- 
tii. ate granted. Findings in prior report, 
66 \1.C.C. 588, reversed. Sulphuric acid, 
in lk, in tank vehicles, from Savannah, 
G: to Georgetown, S.C., over irregular 
ro 2S. 

C-103564, Sub. 36, Schirmer Trans- 
poriation Ce., Inc., St. Paul, Minn., Ex- 
te. sion—Twin Cities Area. Certificate 
dei.ed. Petroleum products, from Min- 
ne: polis and St. Paul, Minn., and points 
within 10 miles of each, to points in a 
described area in Wisconsin and to 
Nekoosa and Wisconsin Rapids, Wis., 
over irregular routes. 

MC-109637, Sub. 42, Gasoline Trans- 
port Co., Louisville, Ky., Extension— 
Chattanooga, Tenn. Certificate granted. 
Aviation fuel, in bulk, in tank vehicles, 
from Lawrenceville, Ill, and _ points 
within five miles thereof, to Chatta- 
nooga, Tenn., and points within 10 miles 
thereof, including Lovell Field, over ir- 
regular routes. 

MC-1125200, Sub. 15, South State 
Oil Co., Tallahassee, Fla., Extension—El 
Dorado, Ark. Certificate granted. Over 
irregular routes, synthetic resin com- 
pounds, in solution, in bulk, in tank ve- 
hicles, from Valdosta, Ga., to El Dorado. 
Ark., over irregular routes. 

MC-113533, Sub. 7, L. B. Vincent Gar- 
della, Detroit, Mich., Extension—New 
York, N.Y. Commercial Zone, embracing 
MC-113533, Sub. 9, Same, Extension— 
New York Counties. Certificates granted. 
In the title proceeding, specified com- 
modities, from New York, N.Y., and 
Philadelphia, Pa., to points in Ohio and 
Michigan, over irregular routes. In the 
embraced proceeding, frozen bread and 
frozen rolls, from Port Chester, N.Y., to 
Detroit, Mich., over irregular routes. 


MC-115941, Willard Calvert and Oscar 
Calvert, dba Calvert Bros. Transfer, 
Morehead, Ky., Common Carrier. Cer- 
tificate granted. Over irregular routes, 
household goods, from points in Rowan 
County, Ky., to points in O., W.Va., Ind., 
and Mich. 


UNCONTESTED FINANCE CASES 





Report and order in F.D. No. 19436, Louis- 
ville & Nashville Railroad Co. et al. Merger, 
Ftc. Approved. Commissioner Arpaia not 
barticivating. In the application, in which 
tue Atlantic Coast Line Railroad Co., and 

e Atlantic Coast Line Co., joined as neces- 


Fad 


sary parties because of their control through 
stock ownership of the Louisville & Nash- 
ville Railroad, the L. & N. asked for author- 
ity to acquire title to the properties of 
the Henderson Co., and the Long Branch 
Coal Railroad Co. | ast 

Report and order in F.D. No. 19728, Albany 
Barge Lines, Inc. et al., Purchase, Etc. Ap- 
proved. Commissioner Arpaia not participat- 
ing. In the application, the Albany Barge 
Lines, Inc., North Portland, Ore., asked for 
authority to purchase the towing authority 
of Russell Towboat & Moorage Co., in W-484. 

ok x 


Report and order in F.D. No. 19757, Indiana 
Harbor Belt Railroad Co., Bonds authorizing 
(1) the Indiana Harbor Belt Railroad to issue 
not exceeding $8,125,000, principal amount. 
of its first-mortgage 51g-per cent bonds, due 
June 1, 1982, to be sold at 98.15 per cent of 
principal and accrued interest, and the pro- 
ceeds, with treasury cash, to be used to pay 
at maturity on July 1, 1957, the principal 
and accrued interest of $3,225,000 of its 4- 
per cent 50-year general mortgage gold bonds, 
and $4,900,000 of its 414-per cent 50-year gen- 
eral mortgage gold bonds; (2) The New York 
Central Railroad Co., The Michigan Central 
Railroad Co., Chicago, Milwaukee, St. Paul 
and Pacific Railroad Co., and Chicago and 
North Western Railway Co., proprietary com- 
panies of the Indiana Harbor Belt Railroad, 
to assume obligation and liability, as joint 
and several guarantors, be endorsement, in 
respect of the payment of the principal of 
and interest on the above-described bonds; 
and (3) The New York Central Railroad to 
assume obligation and liability in respect of 
The Michigan Central Railroad Co.’s guar- 
anty of the proposed bonds, pursuant to the 
provisions of a lease between the companies 
dated January 2, 1930, as supplemented and 
amended. Approved. 


MOTOR FINANCE CASES 





MC-F-6586, Pic Freight Co —Control and 
Merger—Acme Motor Freight Service, Inc. 
Application of Pic Freight Co., of St. Louis, 
Mo., for temporary control through man- 
agement of the motor carrier rights and 
properties of Acme Motor Freight Service, 
Inc., of Chicago, Ill., granted, with condi- 
tions. 

* * * 


MC-F-6581, A.A.A. Trucking Corp.—Pur- 
chase—Garford Trucking, Inc. Application 
of A.A.A. Trucking Corp., of Trenton, N.J., 
for temporary operation of the motor carrier 
rights of Garford Trucking, Inc., of South 
River, N.J., granted, with conditions. 


MC-F-6588, Querner Truck Lines, Inc.— 
Lease—W. A. Querner. Application of 
Querner Truck Lines, Inc., of San Antonio, 
Tex., for temporary operation of the motor 
carrier rights of W. A. Querner, doing busi- 
ness as Thru Truck Service, also of San 


Antonio, denied. 
* * 


MC-F-6484, Yellow Transit Freight Lines, 
Inc.—Control and Merger—Michigan Motor 
Freight Lines, Inc., embracing Finance No. 
19604, Yellow Transit Freight Lines, Inc.—Se- 
curities. Acquisition by Yellow’ Transit 
Freight Lines, Inc., of Kansas City, Mo., of 
control of Michigan Motor Freight Lines, 
Inc., of Dearborn, Mich., through purchase 
of capital stock; merger into the former of 
the operating rights and property of the 
latter for ownership, management and op- 
eration; purchase by Yellow Transit of cer- 
tain property of Seitz and MacKenzie, Inc., 
and acquisition by George E. Powell and 
George E. Powell, Jr., of Kansas City, Mo., 
and by Hugh W. Coburn, of Overland Park, 
Kan., of control of the rights and properties 
through such control, merger and purchase, 
approved and authorized, with conditions. 
Yellow Transit authorized to issue two 
promissory notes, of equal amount, in the 
aggregate principal amount not exceeding 
$1,063,881, and to assume obligation and 
liability in respect of certain outstanding 
securities of Michigan Motor Freight in ag- 
gregate principal amount not to exceed 
$311,560, in connection with the transaction 
in MC-F-6484. 

* * 

MC-F-6587, The Short Line of Connecticut, 
Inc.— Purchase (Portion)—New England 
Transportation Co. Application of The Short 
Line of Connecticut, Inc., of East Hartford, 
Conn., for temporary operation of a portion 
of the motor carrier passenger rights and 
properties of New England Transportation 
Co., of Boston, Mass., granted, with condi- 


tions. 
* « -» 


MC-F-6459, Northern Tank Line—Purchase 
—L. W. Hageman. Application of Northern 
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Tank Line, Miles City, Mont., for authority 
to purchase the operating rights and prop- 
erty of L. W. Hageman, doing business as 
Hageman Transport Co., Laurel, Mont., and 
of E. G. and L. W. Balsam for authority to 
acquire control of the operating rights and 
property through the purchase, denied. 
x a 


MC-F-6310, Western Auto Transports, Inc.— 
Purchase—Harry A. Lord. Purchase by West- 
ern Auto Transports, Inc., Denver, Colo., of 
the operating rights and certain property of 
Harry A. Lord, San Marino, Calif., and ac- 
quisition by Robert R. Hall, Jr., of control 
of the operating rights and property through 
the purchase, epproved and authorized. 

a 


MC-F-6049, Pacific Intermountain Express 
Co.—Control and Merger—M & M Fast 
Freight, Inc. On reconsideration, findings 
in prior report, decided November 29, 1956, 
modified. Authority granted to Pacific In- 
termountain Express Co., Oakland, Calif., to 
acquire control of M & M Fast Freight, Inc., 
through purchase of capital stock and 
merger of the operating rights and prop- 
erty of M & M into P.I.E. for ownership, 
management and operation, modified by the 
imposition of a condition that if the author- 
ity granted is exercised, and concurrently 
therewith, the operating rights acquired au- 
thorizing the transportation of general com- 
modities, with exceptions, over regular 
routes, from Salt Lake City, Utah, to Seattle, 
Wash., shall be modified by excluding there- 
from authority to perform pickup operations 
at intermediate points in Idaho west of 
Burley. 

* * * 

MC-F-6373, Ruan Transport Corp.—Pur- 
chase (Portion)—James A. Hannah, Inc., 
embracing MC-107496, Sub. 83, Ruan Trans- 
port Corp., Common Carrier Application. Ap- 
plication of Ruan Transport Corp., Des 
Moines, Ia., for authority to purchase cer- 
tain operating rights and property of James 
A. Hannah, Inc., Lemont, Ill.. and for the 
acquisition by John Ruan of control of the 
operating rights and property through the 
purchase, denied. Application of Ruan 
Transport Corp. for a certificate to trans- 
port specified commodities between or from 
and to specified points or areas in Mich., 
Ind., Ill., Wis., and Ia., over irregular routes, 
denied. 





Orders 





New England Motor Carriers 


Must File Special Reports 


By an order dated May 22, the Com- 
mission, division 2, directed each motor 
carrier of property which in the year 
1956 operated predominantly as a com- 
mon carrier of general freight in the 
New England Region, to furnish the 
Commission with reports on various 
phases of their operations. 


The Commission said that the informa- 
tion sought was relevant and necessary 
to the proper administration of Part II 
of the interstate commerce act. It said 
the special reports would be filed with 
its Bureau of Accounts, Cost Finding 
and Valuation. They will cover pickup 
and delivery trips; intercity trips and 
platform handlings of intercity traffic 
for two-day test periods at carrier 
terminals. 


Katy Rerouting Extended 


The expiration date of Taylor’s I.C.C. 
order No. 70, issued under revised service 
order No. 562, authorizing the Missouri- 
Kansas-Texas Railroad to reroute traffic 
routed over its line between Altus and 
Victory, Okla., had been extended to 
December 31. The rerouting authority 
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was granted to the Katy because of a 
washout. 

The extension was granted by amend- 
ment No. 4 to Taylor’s I.C.C. order No. 
70. Under the revised service order, 
Agent Taylor is empowered to authorize 
diversion or rerouting when, in his 
opinion, railroads are unable to move 
traffic currently over their lines. 


Bull Steamship Changes 


Name to Meadow Steamship 


The Commission, division 1, has issued 
an amended certificate and order in 
W-521, The Bull Steamship Line, Com- 
mon Carrier Application, giving effect to 
what it describes as “an appropriate cor- 
porate action,” in which the applicant 
changed its name to Meadow Steamship 
Line. The division said the action did 
not involve a change in ownership of the 
operating rights, but that the carrier 
had requested that its certificate and 
order be reissued to it in its new name. 

The authority as reissued authorizes 
Meadow Steamship Line to operate as 
a common carrier by self-propelled 
vessels in the transportation of com- 
modities generally (a) between New York 
Harbor and the ports of Fort Pierce, 
Tampa, St. Petersburg, Port St. Joe, and 
Pensacola, Fla., and Corpus Christi, Tex., 
{b) between Baltimore, Md., and the ports 
of Charleston, S.C., Jacksonville, Fort 
Pierce, Miami, Tampa, St. Petersburg, 
Port St. Joe and Pensacola, Fla., and 
Beaumont and Corpus Christi, Tex., and 
(c) between the ports of Charleston, 
Jacksonville, Fort Pierce, Miami, Tampa, 
St. Petersburg, Port St. Joe, Pensacola, 
Beaumont and Corpus Christi, except 
between Beaumont and Pensacola. The 
order was made effective July 22. 


Refrigerator Car Agent 


D. W. Benton, of Chicago, will con- 
tinue as the Commission’s refrigerator 
car agent for another year. The Com- 
mission, division 3, has issued amend- 
ment No. 6 to fifth revised service order 
No. 95, Appointment of Refrigerator Car 
Agent, changing the expiration date of 
the revised service order from June 30, 
1957 to June 30, 1958. 


Trailer Allowance Retained 


The Commission, division 2, voted, late 
June 14, not to suspend a tariff publica- 
tion of southwestern railroads making 
an allowance for use of trailers furnish- 
ed by shippers and for the free return of 
the trailers, in connection with trailer- 
on-flat-car service (T.W., June 8, p. 65). 


Tall Oil Rate Not Suspended 


The Commission, division 2, acting as 
an appellate division, voted on June 14 
not to suspend schedules (routing) in 
connection with a commodity rate on 
crude tall oil in tank cars from East 
Port, Fla., to Nitro, W. Va. as published 
in supplement 271 to C. A. Spaninger, 
agent, I.C.C. 1351, effective June 15. 

“The Board of Suspension had con- 
cluded not to suspend the protested 


schedules and the action of division 2 
followed the filing of an appeal for re- 
consideration of the board’s action,” the 
Commission said. “The action of the 
Board of Suspension and of division 2 
does not constitute approval of the pro- 
tested schedules.” 


1.C.C. Finds No Safety Rule 
Violation at M-K-T Yard 


The Commission has announced that 
a special investigation of safety condi- 
tions at the North McAlester, Okla., yard 
of the Missouri-Kansas-Texas Railroad 
developed no evidence that a reduction 
in maintenance personnel at the yard 
resulted in violations of I.C.C. safety 
regulations. 


The investigation had been ordered 
after receipt of allegations of possible 
violations of the regulations, the Com- 
mission said in a statement issued to the 
press. 

“Our investigation disclosed,” the 
Commission said, “that practically all 
cars yarded at McAlester received an in- 
spection of safety appliances, that tests 
of train brakes are made in conformity 
with code requirements, and that all 
through trains passing this point during 
the day received a pull-by inspection.” 

The Commission also said that an ear- 
lier investigation of similar allegations 
involving M-K-T trains operating in 
and through Parsons, Kan., developed no 
recent reduction in car department per- 
sonnel responsible for inspection and 
repairs (T.W., May 11, p. 55). 


Effective Date Postponed 
On ‘Household’ Mover Rules 


The Commission, by an order by Com- 
missioner Hutchinson, in Ex Parte MC- 
19, Practices of Motor Common Carriers 
of Household Goods, has _ postponed 
from June 17 to September 1 the date 
on which certain newly prescribed rules 
are to become effective with respect to 
the practice of motor common carriers 
engaged in transportation of household 
goods. 

The Commission, division 1, had 
earlier issued a report and order on fur- 
ther proceedings in the case and an- 
nounced that it had adopted rules de- 
signed to give maximum information to 
persons shipping household goods and 
to standardize the movers’ process of es- 
timating the charges to be assessed 
(T.W., April 20, p. 54). 


In its instant order the Commission 
said that certain parties to the proceed- 
ing, in petitions for reconsideration, re- 
quested that the date on which the 
newly prescribed rules should become 
effective be extended to allow the re- 
spondent carriers additional time in 
which to revise their procedures in ac- 
cordance with the requirements of the 
rules. 


By a notice issued in the proceeding, 
the Commission said that through in- 
advertence, a space for the signature of 
the weighmaster was omitted from the 
household goods uniform weight ticket 
on sheet 2 of the order served in April. 
A corrected sheet 2 was offered for sub- 
stitution. 


In a petition for reconsideration, the 
Movers’ Conference of America told the 
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Commission that any rules governing 
the practices of household goods carriers 
promulgated by the Commission shoi.ld 
not be made effective except on 90 days’ 
notice. 


The conference asked the Commiss:on 
to reconsider its decision prescribing he 
rules. The conference offered “mi).or 
amendments” to the Commission’s ru es, 
which amendments it said “would mre 
practically and expeditiously serve ‘he 
needs of the shippers of household go: dg 
and of the carriers whom they emplc ;.” 


Motor Reports to Be Filed 
With Statistical Bureau 


The Commission has announced he 
transfer from the Bureau of Accow) ts, 
Cost Finding and Valuation to he 
Bureau of Transport Economics énd 
Statistics the work of receiving and pr °c- 
essing quarterly reports of Class I n.o- 
tor carriers of property and passeng¢crs, 
and Class II motor carriers of property 
and certain portions of the work n- 
volving the annual reports of these 
carriers. This action will centralize in 
one bureau the statistical reporting of all 
rail, water, and motor carriers, pipe- 
lines and freight forwarders, for greater 
efficiency, according to the Commission. 

The functions which would be trans- 
ferred to the Bureau of Transport 
Economics and Statistics, the Commis- 
sion said, included the receipt and check- 
ing in of reports, examination of sched- 
ules for tabulation purposes, control of 
classification of carriers by size, granting 
of necessary extensions of time for filing, 
control of report formats, and correspon- 
dence with carriers on the statistical 
accuracy of reports. 


The Commission said that the pro- 
posed transfer of statistical reporting 
functions would not disturb the account- 
ing functions which were performed by 
the Bureau of Accounts, Cost Finding 
and Valuation. After the reports were 
tabulated by the Bureau of Transport 
Economics and Statistics, the Bureau of 
Accounts, Cost Findings and Valuation 
would provide an accounting review of 
the reports and maintain contracts with 
carriers as to accounting elements of the 
reports, the commissioner said. 


Forwarder Rights Revoked 


By an order in FF-158, Ginnane Weber 
Trucking Co., Inc., Freight Forwarder 
Application, the Commission, division 1, 
has revoked the authority granted the 
applicant to operate as a freight for- 
warder of fish and sea food, fish and sea 
food products and containers and fishing 
tackle, equipment and supplies, from 
Boston, Mass., to points in the Port of 
New York district. 


The Commission said that the for- 
warder was not in compliance with the 
terms of its permit ordering that the 
holding thereof was conditioned on the 
exercise of the authority, and that it 
had not complied with an order direct- 
ing the forwarder to “show cause” why 
the permit should not be revoked. 


Plea in Fare Case Denied 

The Commission has issued an ore? 
denying a petition of the City of Chicago, 
protestant-intervener, for reconsidera- 
tion of the report of the Commiss on 
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ued March 1, 1957, in No. 31955, Il- 
nois Central Suburban Fares. 
mm its report, the Commission pre- 
bed a 15 per cent increase in the 
nois Central’s intrastate fares be- 
en points on its electric suburban 
in the Chicago area (T.W., March 
» 38). 
he Commission said that the petition 
denied for the reasons that the 
ings and conclusions in the report 
fully supported by the evidence and 
matters submitted in the petition 
not present substantial and materiai 
nds to warrant reopening the pro- 
ing for reconsideration. 


.C. Refuses to Reopen 


:‘tbound Coal Rates Case 


ie Commission has refused to re- 
ider its action in dismissing a com- 
t bringing into issue the lawfulness 
e level and relation of railroad rates 
ituminous coal from Pennsylvania, 
land, West Virginia areas to points 
1e east. 


. petition of the complainants in 
No. 31437, Eastern Bituminous Coal As- 
soc ation et al. v. Baltimore & Ohio 
Ra..road Co, et al., for reargument and 
rec. nsideration, was denied by the Com- 
mi sion, by an order in the proceeding. 
Th Commission said that the findings 
anc conclusions in the report were “fully 
supported by the evidence” and the 
matters submitted in the petition did 
noi; present “substantial and material 
grounds” to warrant reopening the pro- 
ceeding for reargument and reconsid- 
eravion, 

n its report in No. 31437, and two em- 
braced cases, the Commission, by a six- 
to-five vote, dismissed the complaints on 
a finding that the rates assailed were 
not shown to be unjust or unreasonable, 
nor unduly prejudicial or preferential. 


It said the complaints brought into 
issue “the lawfulness both of the level 
and the relation of the rail rates on bi- 
tuminous coal, in carloads, in the so- 
called eastbound adjustment from cer- 
tain origins in the northern Appalachian 
producing territory of Pennsylvania, 
northern West Virginia, and Maryland, 
to destinations in the New England and 
middle Atlantic areas lying generally 
east of the Genesee and Susquehanna 
rivers and north of the Potomac River 
(T.W., Feb. 23, p. 51). 


SUSPENDED TARIFFS 


Designation of a tariff below does not 
mean that all schedules in it have been 
Suspen- 


suspended by the Commission. 
sion orders contain many schedules not 


reproduced here. Details of such orders 
are published in The Traffic Bulletin. 


I. and S. No. 6769, Paper Articles— 
Middletown, O., to Winchester, Ind., the 
Commission, Board of Suspension, sus- 
pended from June 15 to and including 
January 14, schedules published in sup- 
plements Nos. 150 and 152 to I.C.C. 1611, 
of the New York Central Railroad Co.; 
Supplements Nos. 61 and 63 to I.C.C. 
24320 of the Baltimore & Ohio Railroad 
Co.; and supplement No. 54 to I.C.C. 3463 
0! the Pennsylvania Railroad Co. The 
suspended schedules propose to establish 


a 
reduced commodity rates on rail traffic, 
to apply on paper boxes and pulpboard 
sheets, minimum 24,000 pounds, from 
Middletown, O., to Winchester, Ind. 

I. and S. No. 6770, Roofing or Building 
Material—Between Ill. Terr. and South, 
the Commission, Board of Suspension, 
suspended from June 15 to and includ- 
ing January 14, schedules published in 
supplement No. 2 to I.C.C. No. 880 of 
Agent R. G. Raasch, Chicago, Ill. The 
suspended schedules propose a restric- 
tion in connection with commodity col- 
umn rates on roofing, paving or building 
materials between points in Illinois Ter- 
ritory and points in Southern Territory 
over routes over which fourth section 
relief has been denied by fourth section 
order No. 18725 dated June 14, 1957. 

I. and S. No. 6771, Increased Switching 
Charges at Memphis, Tenn., the Com- 
mission, Board of Suspension, suspended 
from June 15, to and including January 
14, schedules published in supplement 48 
to tariff I.C.C. 8612 of Illinois Central 
Railroad Co. and in related tariffs of 
other railroads serving Memphis, Tenn. 
The suspended schedules propose gen- 
erally to increase various. switching 
charges at Memphis, Tenn. 

I. and S. No. 6772, Sugar, Carloads— 
N.C., S.C., and Fla. to Cincinnati, O., the 
Commission, Board of Suspension, sus- 
pended from June 20, and later, to and 
including January 19, schedules published 
in supplements 352 and 361 to I.C.C. 380 
of Alternate Agent J. H. Marque, New 
Orleans, La. The suspended schedules 
propose additional indirect routes on 
sugar in carloads from Charleston, S.C., 
Jacksonville, Fla., and Wilmington, N.C., 
to Cincinnati, O., over routes over which 
fourth section relief has been denied 
by fourth section order No. 18730 dated 
June 18, 1957. 


I. and S. M-9797, Machinery—Phila- 
delphia to Massena, N.Y., the Commis- 
sion, Board of Suspension, suspended 
from June 13 to and including January 
12, schedules published in supplements 
Nos. 69 and 75 to MF-I.C.C. No. A-760 
issued by Middle Atlantic Conference, 
agent, Washington, D.C. The suspended 
schedules propose to establish, in lieu of 
a presently effective higher class rate, a 
new motor common carrier truckload 
commodity rate, minimum 30,000 pounds, 
on machinery and machines, N.O.1., in 
crates, loose, or on skids, from Philadel- 
phia, Pa., to Massena, N.Y. 

I. and S. M-9798, Containers—Between 
Baltimore, Md., and New York, N.Y., the 
Commission, Board of Suspension, sus- 
pended from June 17, to and including 
December 16, schedules published in 
supplement No. 5 to MF-I.C.C. No. 1 (is- 
sued March 5, 1957) of Kulp & Gordon, 
Inc., Phoenixville, Pa. The suspended 
schedules propose to establish new and 
reduced motor common carrier com- 
modity rates on containers, sheet iron 
or steel, minimum 14,000 pounds, between 
Baltimore, Md., (and points grouped 
therewith), and New York, Zone 1, N.Y. 

I. and S. M-9799, Freight, All Kinds, 
Indiana to Pittsburgh, Pa., the Commis- 
sion, Board of Suspension, suspended 
from June 13 to and including January 
12, schedules published in supplement No. 
107 to MF-I.C.C. No. 824 of the Central 
States Motor Freight Bureau, Inc., agent, 
Chicago, Ill. The suspended schedules 
propose to establish a new motor common 
carrier commodity rate of 100 cents per 
100 pounds, minimum weight 20,000 
pounds, on. freight, all kinds, from Fort 
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Wayne and Ferguson, Ind., to Pittsburgh, 
Pa. 


I. and S. M-9800, Assembling Rates— 
Western Transportation Co., the Com- 
mission, Board of Suspension, suspended 
from June 17, to and including January 
16, schedules published in tariff MF- 
I.C.C. No. 33 of Western Transportation 
Co., Chicago, Ill. The suspended schedules 
provide new motor common carrier L.T.L. 
assembling class rates from points in 
Iowa to Chicago and Cicero, Il. 

I. and S. M-9801, Metals—From Chi- 
cago to Michigan and Ohio, the Commis- 
sion, Board of Suspension, suspended 
from June 20 to and including January 
19, schedules published in supplements 
Nos. 115 and 123 to tariff MF-I.C.C. No. 
819 of Central States Motor Freight 
Bureau, Inc., agent, Chicago, Ill. The 
suspended schedules propose new and 
reduced motor common carrier commod- 
ity rates on electrotype base metals, in 
pigs or slabs, minima 22,000 and 30,000 
pounds, from Chicago, Ill., to points in 
Michigan and Ohio. 

I. and S. M-9802, Boards (Ground 
Wood)—Duluth, Minn., to Toledo, O., 
the Commission, Board of Suspension, 
suspended from June 14 to and including 
January 13, schedules published in sup- 
plements 41 and 43 to MF-I.C.C. 272 of 
Middlewest Motor Freight Bureau, agent. 
The suspended schedules propose to es- 
tablish a new motor common carrier 
commodity rate on boards or sheets, 
(ground wood), with resin binder not 
exceeding 10 per cent of the weight, in 
bundles, minimum 30,000 pounds, from 
Duluth, Minn., to Toledo, O. 


I. and S. M-9803, Boots and Shoes— 
Richland, Pa., to Worcester, Mass., the 
Commission, Board of Suspension, sus- 
pended from June 14, to and including 
January 13, schedules published in sup- 
plement No. 69 to MF-I.C.C. No. A-745 
of Middle Atlantic Conference, agent. 
The suspended schedules propose to 
establish new motor common carrier 
commodity rates on boots and shoes, 
N.O.I., less-than-truckload, from Rich- 
land, Pa., to Worcester, Mass., in lieu of 
higher class rates. 


I. and S. M-9804, Aluminum—Dallas, 
Tex., to Chicago, Ill., the Commission, 
Board of Suspension, suspended from 
June 15 to and including January 14, 
schedules published in supplements 48, 
56 and 62 to tariff MF-I.C.C. 278 of 
Middlewest Motor Freight Bureau, agent, 
Kansas City, Mo. To alternate with a 
higher rate, the suspended schedules 
propose a new motor common carrier 
commodity rate on aluminum billets, 
blooms, ingots, pigs, and slabs, minimum 
100,000 pounds, from Dallas, Tex., and 
points taking the same rates to Chicago, 
Ill., and group. 


I. and S. M-9805, Exception Ratings— 
Scoured Wool, the Commission, Board 
of Suspension, suspended from June 17 
to and including January 16, schedules 
published in supplement No. 7 to MF- 
L.C.C. No. 15 of the Lk. Nelson & Sons 
Transportation Co., Rockville, Conn. The 
suspended schedules propose to establish 
a reduced motor carrier classification ex- 
ception rating on scoured wool in ma- 
chine-compressed bales, truckload mini- 
mum 23,000 pounds, to alternate with 
present classification exception ratings, 
applying between points in Connecticut, 
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Massachusetts, New Jersey, Pennsylvania 
and Rhode Island. 


I. and S. M-9806, Commodity Rates— 
New York and New Jersey Points to New 
York, the Commission, Board of Suspen- 
sion, suspended from June 17, to and in- 
cluding January 16, schedules published 
in tariff MF-I.C.C. No. 5 issued by Walsh 
Trucking Service, Inc., Massena, N.Y. 
The suspended schedules propose to es- 
tablish, in lieu of present higher class 
rates, new motor common carrier com- 
modity rates, in truckload and less-than- 
truckload quantities, on proprietary anti- 
freeze preparations, flavoring syrup, scrap 
or waste paper or soaps, cleaning com- 
pounds, etc., from points in New York 
and New Jersey to Canton, Malone, Mas- 
sena, Ogdensburg and Watertown, N.Y. 

I. and S. M-9807, Cotton Pads—Be- 
tween South and East, the Commission, 
Board of Suspension, suspended from 
June 14 to and including January 13, 
schedules published in supplement No. 
18 to MF-I.C.C. No. 472 of Motor Car- 
riers Traffic Association, Inc., agent, 
Greensboro, N.C., and in supplement No. 
7 to MF-I.C.C. No. 897 of Southern Mo- 
tor Carriers Rate Conference, agent, At- 
lanta, Ga. The suspended schedules 
propose to establish increased motor 
common carrier rates on pads, cotton 
felt, or batting between points in the 
east and south. 

I. and S. M-9808, Cleaning Com- 
pounds—Detroit, Mich., to Bryan, O., 
the Commission, Board of Suspension, 
suspended from June 16 to and includ- 
ing January 15, schedules published in 
supplement No. 15 to MF-I.C.C. No. 19 
of Reed Lines, Inc., Defiance, O. The 
suspended schedules propose to establish 
a new motor contract carrier commodity 
rate on cleaning compounds including 
soda ash and caustic soda, minimum 
22,000 pounds, from Detroit, Mich., to 
Bryan, O. 

I. and S. M-9809, Paint Materials— 
Cincinnati, O., to Ky. and Ill., the Com- 
mission, Board of Suspension, suspended 
from June 15 to and including January 
14, schedules published in supplements 
Nos. 2 and 3 to MF-I.C.C. No. 182 of 
Ziffrin Truck Lines, Indianapolis, Ind. 
The suspended schedules propose a re- 
duced motor common carrier truckload 
commodity rate on paints or paint ma- 
terials, minimum 30,000 pounds, from 
Cincinnati, O., to Chicago, Ill. and a 
reduced truckload commodity rate for 
a minimum of 20,000 pounds, from Cin- 
cinnati, O., to Louisville, Ky. 

I. and S. M-9810, Building Materials— 
Joliet, Ill., to Kentucky, the Commission, 
Board of Suspension, suspended from 
June 16 to and including January 15, 
schedules published in tariff MF-I.C.C. 
No. 6 of W. & R. Truck Service, Inc., 
Metropolis, Ill. The suspended schedules 
propose to establish new motor common 
carrier commodity rates on building, pav- 
ing and roofing materials, minima 20,- 
000, 30,000 and 40,000 pounds, from Joliet, 
Ill., to Mayfield and Fulton, Ky. 


I. and S. M-9811, Malt Beverages— 
Between Tacoma, Wash., and Idaho 
Points, the Commission, Board of Sus- 
pension, suspended from June 15 to and 
including January 14, schedules pub- 
lished in MF-I.C.C. No. 7 of Broadway 
Transport, Inc., Tacoma, Wash. The 
suspended schedules propose to reduce 
the motor contract carrier rates on malt 


beverages and empty containers, mini- 
mum 40,000 pounds, between Tacoma, 
Wash., and various points in Idaho. 


I. and S. M-9812, Commodity Rates— 
D.C.,.Pa., Md., Va. and W.Va., the Com- 
mission, Board of Suspension, suspended 
from June 15 to and including January 
14, schedules published in supplements 
Nos. 51 and 55 to MF-I.C.C. No. 32 issued 
by G. F. Morgan, Sr., agent, Washington, 
D.C. The suspended schedules propose 
to establish new or reduced motor com- 
mon carrier commodity rates, in truck- 
loads, on petroleum and petroleum prod- 
ucts, concrete building or roofing slabs, 
and sugar, from and to specified points 
in Pennsylvania, Maryland, Virginia, 
West Virginia and the District of Co- 
lumbia. 


I. and S. M-9813, Foodstuffs—*™'orida 
to Southern Territory, the Commission, 
Board of Suspension, suspended from 
June 17 to and including January 16, 
schedules published in supplements Nos. 
4,7 and 8 to MF-I.C.C. No. 903 of South- 
ern Motor Carriers Rate Conference, 
agent, Atlanta, Ga. The suspended 
schedules propose to establish reduced 
motor common carrier commodity rates 
on preserved or canned foodstuffs, mini- 
mum 60,000 pounds, from Florida origins 
to points in Southern Territory. 

I. and S. M-9814, Tire Fabrics—Cleve- 
land, O., to Memphis, Tenn., the Com- 
mission, Board of Suspension, suspended 
from June 18 to and including January 
17, schedules published in supplements 
Nos. 22 and 23 to Central and Southern 
Motor Freight Tariff Association, Inc., 
agent, tariff MF-I.C.C. No. 166. The 
suspended schedules propose to establish 
a new motor common carrier commodity 
rate on tire fabrics, minimum 60,000 
pounds, from Cleveland, O., to Memphis, 
Tenn. 

I. and S. M-9815, Petroleum Products 
—Panama City, Fla., to Alabama, the 
Commission, Board of Suspension, sus- 
pended from June 19 to and including 
January 18, schedules published in sup- 
plement No. 24 to tariff MF-I.C.C. No. 
865 of Southern Motor Carriers Rate 
Conference, agent, Atlanta, Ga. The 
suspended schedules propose reduced 
motor common carrier commodity rates 
on petroleum products, including lubri- 
cating greases, oils, etc., minimum 30,000 
pounds, from Panama City, Fla., to 
points in Alabama. 


I. and S. M-9816, Paper Articles— 
Savannah, Ga., to New York, the Com- 
mission, Board of Suspension, suspended 
from June 19, to and including Jan- 
uary 18, schedules published in supple- 
ment No. 26 to MF-I.C.C. No. 893 of 
Southern Motor Carriers Rate Confer- 
ence, agent, Atlanta, Ga., and supple- 
ment No. 22 to MF-I.C.C. No. 482 of 
Motor Carriers Traffic Association, Inc., 
agent, Greensboro, N.C. The suspended 
schedules propose to establish a new 
motor common carrier commodity rate 
on paper articles, minimum, 56,000 
pounds, from Savannah, Ga., to New 
York, N.Y. 

I. and S. M—9817, Flour and Sugar— 
New York, N.Y., to North Carolina, the 
Commission, Board of Suspension, sus- 
pended from June 19, to and including 
January 18, schedules published in sup- 
plement No. 22 to MF-I.C.C. No. 482 of 
Motor Carriers Traffic Association, Inc., 
agent, Greensboro, N.C., and in supple- 
ments Nos. 26 and 30 to MF-I.C.C. No. 
893 of Southern Motor Carriers Rate 
Conference, agent, Atlanta, Ga. The 
suspended schedules propose to establish 
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new motor common carrier commocity 
rates on flour compound, and prepared 
doughnut sugar, minimum weight 30 009 
pounds, from New York, N.Y., to Char. 
lotte and Greensboro, N.C. 

I. and S. M-9818, Pads or Paddinz— 
Shelton, Conn., to Hickory, N.C. the 
Commission, Board of Suspension, : us- 
pended from June 19 to and inclucing 
January 18, schedules published in s ip- 
plement No. 26 to MF-I.C.C. No. 893 
of Southern Motor Carriers Rate C»n- 
ference, agent, Atlanta, Ga. The : us- 
pended schedules propose to establis1 a 
new motor common carrier less-th in- 


truckload commodity rates on uphols er- 
from Shel on, 


ing pads or padding, 
Conn., to Hickory, N.C. 

I. and S. M-9819, Paper and P: per 
Articles—Florida to Nazareth, Pa., the 
Commission, Board of Suspension :us- 
pended from June 19 to and incluc ing 
January 18, schedules publish in sup)le- 
ments Nos. 26 and 30 to MF-I.C.C. No, 
893 of Southern Motor Carriers Fate 
Conference, agent, Atlanta, Ga. ‘Che 
suspended schedules propose to estab- 
lish reduced motor common carrier com- 
modity rates on paper and paper articles, 
ninimum 33,500 pounds, from points in 
Florida to Nazareth, Pa. 

I. and S. M-9820, Canned Goods— 
Baltimore, Md., to Georgia and Scuth 
Carolina, the Commission, Board of Sus- 
pension, suspended from June 19 to and 
including January 18, schedules published 
in supplements Nos. 26 and 30 to MF- 
I.C.C. No. 893 of the Southern Motor 
Carriers Rate Conference, agent, Atlanta, 
Ga. The suspended schedules propose to 
establish new motor common carrier 
commodity rates on canned goods, mini- 
mum weight 28,000 pounds, from Balti- 
more, Md., to points in Georgia and 
South Carolina. 

I. and S. M-9821, Magnesium Metal— 
Madison to Cleveland, the Commission, 
Board of Suspension, suspended from 
June 20 to and including January 19, 
schedules published in supplement No. 
115 to tariff MF-I.C.C. No. 819 of Central 
States Motor Freight Bureau, Inc., agent, 
Chicago, Ill. The suspended schedules 
propose a reduced motor common car- 
rier commodity rate on magnesium an- 
odes and ingots, in the rough, minimum 
30,000 pounds, from Madison, IIl., to 
Cleveland, O. 

I. and S. M-9822, Commodities—Be- 
tween Chicago and St. Louis, the Com- 
mission, Board of Suspension, suspended 
from June 20 and later, to and including 
January 19, schedules published in sup- 
plements Nos. 16 and 18 to tariff MF- 
I.C.C. No. 23 of M. C. Slater, Inc., St. 
Louis, Mo., and in supplement No. 7 to 
tariff MF-I.C.C. No. 847 of Central States 
Motor Freight Bureau, Inc., agent, Chi- 
cago, Ill. The suspended schedules pro- 
pose to establish new motor common 
carrier truckload commodity rates on 
brass, bronze or copper scrap; match 
covers; tile, building and roofing; and 
bicycles, N.O.I., subject to various mini- 
mum weights, from to or between points 
in the Chicago, Ill., commercial zone, and 
points in the St. Louis, Mo., area. 


I. and S. M-9823, Alum—Baltimore, 
Md., to Philadelphia, Pa., the Commis- 
sion, Board of Suspension, suspended 
from June 20 to and including January 
19, schedules published in Supplement 
No. 3 to MF-I.C.C. No. 18 of Colony 
Motor Transportation. The suspen:ed 
schedules propose to establish increased 
rates on alum, sulphate of alumina, in 
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who have submitted verified statements and 
exhibits, and for inspection of, and cross- 
examination on, any underlying data which 
may be made available. 

~ * 


MC-F-6526, Thompson Bros., Inc.—Pur- 
chase—Marion Gopcevic and Lurah Voute. 
Applicant’s petition for reconsideration of 
order of Mar. 14, denying temporary author- 
ity, denied. 


> . = 


MC-F-6551, Western Express—Purchase— 
Rice Truck Lines. Application dismissed at 


applicants’ request. 
a > > 


No. 31721, Lykes Bros., Inc. v. S.A.L., et al. 
Defendants’ petition for reconsideration, 
denied. Order of Jan. 25, requiring defend- 
ants to take certain action on or before 
May 9, reinstated and modified to postpone 
effective date to July 15, without change 
in requirement of not less than 30 days’ 


notice. 
? > = 


MC-C-1756, Intermediate Rules—South and 
East. Time within which petitions for re- 
consideration, rehearing, or reargument may 
be filed extended to July 21. Respondents’ 
petition for extension of effective date denied, 
for reason that the effective date had passed 
by the time the petition was filed. 


ORDERS STAYED 


Notice of stay of the order in each of 
the proceedings shown below, in accord- 
ance with section 17(8) of the interstate 
commerce act, has been issued by the 
Secretary of the Commission. Section 
17(8) provides for stay of a decision or 
order of an individual commissioner, a 
division, or a board until action has been 
taken on petitions for rehearing, reargu- 
ment or reconsideration filed before the 
effective date of the order. The Com- 
mission’s Secretary issues such notice 
under a delegation of authority by the 
Commission. 


No. 31547, William Volker & Co. of Tex., 
Inc., et al. v. C. R.R. Co. of Pa., et al.; 
No. 31547, Sub. 1, Readers Wholesale Dis- 
tributors, Inc. v. Same; No. 31547, Sub. 2, 
Brinton & Co. v. Same; No. 31547, Sub. 3, 
Paul Collins Co. v. Same. Order of Apr. 19 
stayed. pending disposition of defendants’ 
petition for reopening and reconsideration. 

a ” * 

I. & S. 6413, Cancellation of Routing— 
Tennessee, A. & G. Ry. with Sou. Ry. Order 
of May 2 stayed pending disposition of 
respondents’ petition for reconsideration and 


oral argument. 
a . * 


No. 31658, Schenley Distillers, Inc. v. 
Cc. N. O. & T. P., et al. Order of Apr. 24 
stayed pending disposition of defendants’ 
petition for reopening and reconsideration, 
and vacation or modification of order. 

+ . * 

Finance 19398, John G. White Certificate 
Transfer. Order of Apr. 30 stayed pending 
disposition of petition of Columbia Basin 
River Operators and member carriers for 
reconsideration by entire Commission. 

a * 7. 

MC-F-5960, Raymond Nye—Purchase (Por- 
tion)—H. J. and Grace L. Uhl; MC-F-6204, 
Case Bros. Trucking Contractors, Inc.— 
Purchase (Portion)—Raymond Nye; MC-F- 
6218, Hickerson Bros. Truck Co., Inc.—Pur- 
chase (Portion)—Same. Order of May 3 
stayed pending disposition of petition of 
T. E. Mercer Trucking Co., et al. for re- 


consideration. 
* * ® 


No. 31774 Ahnapee & Western Ry. Co. et 
al. v. A. & B. B. et al.; No. 31824, Boston & 
Maine R.R. Co., et al. v. Same; Section 5a 
Application No. 7, Association of American 
Railroads, Per Diem, Mileage, Demurrage, 
and Storage—Agreement. Order of Mar. 7, 
as modified by order dated Apr. 5, stayed 
pending disposition of complainants and 
the Department of Justice petitions for re- 
consideration, reargument, and further hear- 
ing. * . o 

No. 31926, Chamber of Commerce of Fargo 
et al. v. A. & W. et al. Order of Apr. 24 
Stayed pending disposition of defendants’ 
petition for reopening and reconsideration. 

* . . 


MC-F-6241, The Short Line, Inc.—Purchase 
(Portion)—New England Transportation Co. 


Order of May 13, stayed pending disposition 
of applicants’ petition for reconsideration. 
>. 


No. 31547, William Volker & Co. of Texas, 
Inc., et al. v. Central R.R. Co. of Pa., et al.; 
No. 31547, Sub. 1, Readers Wholesale Dis- 
tributors, Inc. v. Same; No. 31547, Sub. 2, 
Brinton & Co. v. Same; No. 31547, Sub. 3, 
Paul Collins Co. v. Same. Order of Apr. 19 
stayed pending disposition of complainants’ 
petition for reconsideration and clarification. 


MODIFIED PROCEDURE CASES 


Published under this heading are 
digests of Commission orders assigning 
cases for handling under modified pro- 
cedure. Each listing shows one date. 
That is the date on or before which 
complainants (in complaint cases) or re- 
spondents (in investigation and suspen- 
sion cases) must file statements of facts 
and arguments. Under the Commis- 
sion’s rules of practice, statements by 
defendants (in complaint cases) or prot- 
estants (in investigation and suspension 
cases) are due 30 days from the date 
shown, after which 10 days are allowed 
for the filing of replies by complainants 
or respondents. 


July 15—I. & S. M-9544, Fertilizer and 
Superphosphate—St. Bernard, O. to Ind. 

July 15—I. & S. M-9699, Allowance for Use 
of Shipper’s Trailers. 

July a & S. M-9700, Feed—Twin Cities 
to 8.D. 

July 15—I. & S. M-9701, Bottle Caps—Chi- 
cago to Detroit. 

July 15—I. & S. M-9702, Building, Paving 
Materials—Chicago, Ill., to Fulton, Ky. 

July 15—I. & S. M-9703, Paper Articles—Ill.. 
O. and Ky. 

July 15—I. & S. M-9704, Salt—Marysville & 
St. Clair, Mich. to Indianapolis, Ind. 

July 15—I. & S. M-9705, Paper & Paper Ar- 
ticles—Mo. to Ark., Okla., & Tex. 

July 15—I. & S. M-9706, Dies, Automobile, 
Etc.—Pontiac, Mich., to Marion, Ind. 

July 15—I. & S. M-9707, Paper—Chillicothe, 
O., to Ill., Ind., Ky. & Mo. 

July 15—I. & S. M-9708, Petroleum Products 
from St. Louis to Ind. 

July 15—I. & S. M-9709, All Freight—Ind. 
to Cleveland, O. 
July 15—I. & S. M-9710, Building Metal 
Work—Detroit, Mich., to Chicago, Il. 
July 15—I. & S. M-9711, Plumbers Goods— 
Los Angeles Area to Mont. 

July 15—I. & S. M-9712, Calcium Carbide— 
Keokuk to South Elgin, Il. 

July 15—I. & S. M-9714, Bakery Goods—Chi- 
cago to Columbus & Dayton, O. 

July 15—I. & S. M-9715, Boots, Shoes—Col- 
umbus, O. to Ind. and Ky. Points. 

July 15—I. & S. M-9716, Roofing Material 
—N.J. to N.Y. 

July 15—I. & S. M-9718, Chemicals—Balti- 
more, Md. to Memphis, Tenn. 

July 15—I. & S. M-9719, Soap—Philadelphia, 
Pa., to Chicago, Ill. 

July 15—I. & S. M-9720, Alcoholic Liquors— 
Central Territory to Minn. & Wis. 

July 15—I. & S. M-9721, Malt Beverages— 
N.Y. and N.J. Points to Pa. 

July 15—I. & S. M-9722, Frozen Fruit Prod- 
ucts from Fla. 

July 15—I. & S. M-9723, Joint Class Rates— 
Wilson Transportation. 

July 15—I. & S. M-9724, Copper Wire, Etc.— 
East St. Louis, Ill. to Kansas City. 

July 15—I. & S. M-9725, Zinc Slabs Between 
New York, N.Y., & Trenton, N.J. 

July 15—I. & S. M-9726, Drugs, Medicines— 
Between Mtn. View, N.J. & New York, 
N.Y 


July 15—I. & S. M-9727, Bulbs or Tubes, 
Soap, to or from Columbus, O. 

July 15—I. & S. M-9728, Cellulose Film, 
LTL—Between Points in the South. 

July 15—I. & S. M-9729, Minimum Charges 
on LTL Shipments. 

July 17—I. & S. 6757, Hats, etc—New York 
to Memphis. 

July 19—I. & S. M-9730 and Ist. Sup., et al. 
—Consolidation—Indiana—Tucker Freight 
Lines, Inc. 

July 19—I. & S. M-9731, Fibreboard Boxes— 
Kansas City to Joplin, Mo. 

July 19—I. & S. M-9732, Magazines—Chicago, 
Ill. to Philadelphia, Pa. 

July 19—I. & S. ey Fittings, Etc.—St. 
Louis, Mo, to Ala. & La 

July 19—I. & S. M-9734, Cottonseed and 
Soybean Meal from South and South- 
west. 

July 19—I. & S. M-9735, Paper Articles— 
Miami, Fla. to South. 

July 19—I. & S. M-9736, Softener and Starch 
—Saita Brothers. 

July 19—I. & S. M-9737, Canned Goods 
—Carlson and Co. 


July 19—I. & S. M-9738, Soapstone—Chais. 
worth, Ga. to Charleston, S.C. 

July 19—I. & S. M- 9739, Plastic Mater: als 
—N.Y. & N.J. to.Mich., Ill., & Ind. 

July 19—I. & S. M- 9741, Textbooks—C: m- 
bridge, Norwood, Mass. 'to Indianapolis 
July 19—I. & S. M-9742, Iron & Steel ie. 
tween Chicago, Ill. & Bettendorf, Iowa 

July 19—I. & S. M-9743, Iron & Steel—Al 
Ill. to Kansas City. 

July 19—I. & S. M-9744, Power Lawn M 
ers—Kansas City to Chicago. 

July 19—I. & S. M-9745, Beer—Betv 
Little Rock, Ark., and Colo. Points. 

July 19—I. & S. M-9746, Soap, Soap Powc 
Etc.—Kansas City, Mo. to Neb. 

July 19—I. & S. M-9747, Block Tin— 
York, N.Y. to Wilmington, Del. 

July 19—I. & S. M-9748, Drugs, Medicin 
Philadelphia to Kansas City. 

July 19—I. & S. M-9749, Paper—Ft. Fra: 
Canada to Twin Cities, Minn. 

July 19—I. & S. M-9750, Pool Car Distr 
tion—Lahn Transportation. 

July 19—I. & S. M-9751, 
Suwak Trucking Co. 

July 19—I. & S. M-9752, Yeast—St. Li, 
Mo. to Denver, Colo. 

July 19—I. & S. M-9753, Aluminum—De) 
to Ill., Mo., and Wis. 

July 19—I. & S. M-9754, Battery Boxes— 
cago, Ill. to Omaha, Neb. 

July 19—I. & S. M-9755, Bakery Goods, F 
aces, Glue—Dennis Truck Line, Inc. 

July . > & S. M-9756, Canned foods uffs 
—N.Y., N.J., & Pa., to Ill. & Mo. 

July i9—I. & S. M- 9757, Building ‘Mate lals 
—N.J. to Conn. 


Commoditi 


Fyaplications 
and Petitions 


White River Service 


Frank E. Woods, of Clarendon, Ark, 
has asked the Commission for authority 
to institute a new operation in the 
transportation, as a common carrier, of 
property in connection with service on 
the White River. The application was 
docketed as W-1101. 


FINANCE APPLICATIONS 


Finance No. 19780, Norfolk & Westem 
Railway Co. asks authority to issue its 
Series B equipment trust certificates in the 
principal amount of $4,320,000, to be sold 
to Halsey, Stuart & Co., Inc., and associ- 
ates at 98.5779 per cent at an interest rate 
of 44% per cent. 

* * 

Finance No. 19805, Gordons Transport, 
Inc., Memphis, Tenn., asks authority to 
issue notes in the principal amount of 
$650,000 to finance the construction of 4 
new freight terminal at New Orleans, La. 

* ~ * 


Finance No. 19807, Wisconsin Central 
Railroad Co. asks authority to issue promis- 
sory notes in the amount of $432,000, in 
connection with the acquisition of 50 box 


cars. 
* * * 


Finance No. 19808, The Greyhound Corp. 
asks authority to issue a promissory note in 
the principal amount of $1,200,000 in con- 
nection with the construction of a new office 
building in Niles, Ill. 

* * * 

MC-F-6606, Armstrong Transfer and Stor- 
age Co., Inc., Memphis, Tenn., asks au- 
thority to participate in the pooling arrange- 
ment authorized by the Commission in 
United Van Lines, Inc.—Pooling, 65 M.C.C. 


257. 
. & *£ 


MC-F-6609, Missouri Motor Service, Inc. 
St. Louis, Mo., asks authority to purchase 
Tennessee Motor Service, Inc., St. Louis. 

a & ~ 

MC-F-6610, Consolidated Freightways, inc., 
Portland, Ore., asks authority to purchase 
Buckingham Transportation, Inc., Rapid 
City, S.D. 

” . s 

MC-F-6611, Jones Truck Lines, inc, 

Springdale, Ark., asks authority to acc uire 
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the assets and operating rights of Clifford 
Transportation Co., Inc., Campbell, Mo. 


MC-F-6612, Red Star Express Lines of 
Avburn, Inc., Auburn, N.Y., asks authority 
to purchase certain operating rights and 
equipment of Albert Fillmore, doing busi- 
ness aS Fillmore Transportation, Hartford, 
aemeen 2 @ 

\iC-F-6613, O. M. Lattavo and Alfred P. 
Lattavo, Cleveland, O., ask authority to 
acouire control of Iron & Steel Transport, 
In , Canton, O. 













‘MOTOR RIGHTS APPLICATIONS 


iformation from digests of applica- 
is of motor carriers of property for 
rating rights, as made public by the 
umission, appears below. Applications 
authority to purchase operating rights, 
rge properties or franchises, acquire 
trol, lease, or to operate temporarily 
digested elsewhere under the caption 
nance Applications.” 


\’ 5-28439, Sub. 75, Daily Motor Express, 
In Carlisle, Pa. Common carrier, over ir- 


rey ‘ar routes, transporting loading and 
cru. hing equipment, between Galion, O., and 
pol: ts within five miles thereof, on the one 
hat and, on the other, points in the U.S., 
anc. on return, refused shipments of such 
equipment. 


\\ --29647, Sub. 24, Charlton Bros. Trans- 
por'ation Co., Inc., Hagerstown, Md. Com- 
moi carrier, over irregular routes, transport- 
ing fire brick, loose or on pallets; fire clay, 
in sacks, on pallets; high-temperature bond- 
ing mortar, in sacks or in drums, on pallets, 
and plastic fire brick, in cartons, on pallets, 
from Jennings, Md., to Birdsboro, Blue Bell, 
Buruham, Easton, Littlestown and Marietta, 
Pa.. Edge Moore (near Wilmington) and 
Delaware City, Del., and Phillipsburg and 
Roebling, N.J., and, on return, empty con- 
tainers or other such incidental facilities 
(not specified) used in transporting the 
specified commodities. 


MC-29660, Sub. 9, Herman  Lozowick, 
Kenneth Lozowick, Frank Lozowick and 
Jack Lozowick, dba Herman Lozowick Truck- 
ing Co., Elizabeth, N.J. Contract carrier, over 
irregular routes, transporting bronze, brass, 
copper and nickle products, and, in connec- 
tion therewith, materials and supplies used 
in the manufacture of such products, (a) 
between the Phelps Dodge Copper Products 
Corp. plant, at or near South Brunswick 
township, Middlesex County, N.J., and New 
York, N.Y., and (b) from the Phelps plant 
to points in Nassau, Suffolk, Westchester, 
Dutchess, Ulster, Sullivan, Rockland and 
Orange counties, N.Y.; to Philadelphia, Pa., 
and points in Pennsylvania within 15 miles 
thereof, and to Bridgeport, New Haven and 
Waterbury, Conn., and, on return, salvaged, 
damaged and returned shipments of the 
specified commodities. 


MC-30657, Sub. 8, Dixie Hauling Co., At- 
lanta, Ga. Contract carrier, over irregular 
routes, transporting galvanized garbage cans, 
tubs and pails and empty oil containers, (1) 
from Toledo, O., to points in Conn., Del., 
D.C., Ill., Ind., Ia., Kan., Ky., Me., Md., 
Mass., Mich., Minn., Mo., Neb., N.H., N.J., 
N.Y., O., Pa., R.I., Vt., Va., W.Va., and Wis., 
and (2) between Toledo and Atlanta, Ga. 

MC-30887, Sub. 74, (revision), Shipley 
Transfer, Inc., Reisterstown, Md. Common 
carrier, over irrepular routes, transporting 
(1) synthetic latex, in bulk, in tank vehicles, 
(a) from Louisville, Ky., and Akron, O., to 
Alexandria Bay, N.Y. (traffic destined to 
Arnprior, Ontario), and (b) from Akron 
to Long Island City, N.Y., and (2) natural 
latex, in bulk, in tank vehicles, from North 
Bergen, N.J., to Alexandria Bay (traffic des- 
tined to Arnprior). 


MC-31600, Sub. 424, P. B. Mutrie Motor 
Transportation, Inc., Waltham, Mass. Com- 
mon carrier, over irregular routes, trans- 
porting (1) caustic soda, from Solvay, N.Y., 
to Springfield, Mass.; (2) liquid paint, from 
Chelsea, Mass., to New Kensington, Pa.; (3) 
cleaning compound, from Cranston, R.I., to 
Lititz, Pa.; (4) styrene, from Ledyard, Conn., 
to points in Pa., and R.I.; (5) phosphoric 
acid, from Adams, Mass., to East Syracuse, 
N.Y., and. Baltimore, Md.; (6) liquid nylon 
solution, synthetic resin and cresylic acid, 
from Rotterdam Junction and Schnectady, 
N.Y., to Chicago, Tll., and Warren, O., and 
(7) cresylic acid, from Chicago and Warren 
to Rotterdam Junction, for cleaning pur- 
poses only. Note: All the commodities speci- 
fled will be transported in bulk, in tank 
vehicles. 

MC-42329, Sub. 135, Hayes Freight Lines, 
Inc., Springfield, Ill. Common carrier, trans- 
porting general commodities, with excep- 
tions, serving the Enrico Fermi Atomic 


Pl 


Energy plant, in Frenchtown township, Mon- 
roe County, Mich., as an off-route point in 
connection with regular route operations be- 
tween Chicago, Ill., and Detroit, Mich., over 
a described route, and return. 


MC-52657, Sub. 503, Arco Auto Carriers, 
Inc., Chicago, Ill. Common carrier, over ir- 
regular routes, transporting (1) trailers, other 
than those designed to be drawn by auto- 
mobiles, in initial movements, truckaway 
and driveaway, from Streator, Ill., to points 
in the U.S., including ports of entry on the 
U.S.-Canada border and points in Alaska; 
(2) tractors, in secondary movements and 
driveaway, only when drawing trailers mov- 
ing in initial driveaway service, from Stre- 
ator to points in Ala., Ariz., Ark., Calif.., 
Colo., Ga., Ida., Kan., La., Me., Miss., Mont., 
Nev., N.A., N.M., N.D., Okla., Ore., S.C., 
Tenn., Tex., Utah, Vt., Wash., Wyo., and 
D.C., and ports of entry on the US.- 
Canada border and points in Alaska, (3) 
motor vehicle bodies, cabs and hoists, from 
Streator to points in Ala., Ariz., Calif., Colo., 
Fla., Ida., Kan., La., Me., Miss., Mont., Neb. 
(except Omaha), Nev., N.H., N.M., N.D., 
Okla., Ore., S.D., Tex., Utah, Vt., Wash., and 
Wyo., and ports of entry on the U.S.-Canada 
border and points in Alaska, and (4) lift 
gates, cranes, and parts and accessories, 
with or without trailers, motor vehicle 
bodies and hoists, from Streator to points 
in the U.S., including ports of entry on the 
U.S.-Canada border and points in Alaska. 


MC-52657, Sub. 504, Arco Auto Carriers, 
Inc., Chicago, Ill. Common carrier, over ir- 
regular routes, transporting (1) automobiles, 
trucks, tractors, chassis, trailers (other than 
those designed to be drawn by automobiles) 
and fire-fighting apparatus, initial truck- 
away and driveaway; (2) engines and parts 
and accessories attached to, loaded in or 
moving with the commodities in (1); (3) 
truck and trailer bodies, and (4) plows, from 
Vorheesville, Albany County, N.Y., to all 
points in the U.S., including ports of entry 
on the U.S.-Canada border and points in 
Alaska, and (5) tractors, secondary drive- 
away, only when drawing trailers moving in 
initial driveaway, from Vorheesville, to 
points in Ala., Ariz., Ark., Calif., Colo., Ga., 
Ida., Kan., La., Me., Miss., Mont., Nev., N.H., 
N.M., N.D., Okla., Ore., S.C., Tenn., Tex., 
Utah, Vt., Wash., Wyo., and D.C. 


MC-64932, Sub. 227, Rogers Cartage Co., 
Chicago, Ill. Common carrier, over irregular 
routes, transporting synthetic resins, in bulk, 
in tank vehicles, from Meredosia, Ill., to 
points in Ill., Ind., Ia., Ky., Mo., Minn., 
Mich., O., and Wis. 


MC-64932 Sub. 229, Rogers Cartage Co., 
Chicago, Ill. Common carrier, over irregular 
routes, transporting liquid chemicals, in 
bulk, in tank vehicles, from Lockport, II1., 
and the Texas Co. refinery, near Lockport, 
to points in O., Mich., Ind., Ky., Tenn., Wis., 
Minn., Ia., Neb. and Mo. 


MC-65967 Sub. 21, Wilson Truck Co., Inc., 
Nashville, Tenn. Common carrier, transport- 
ing general commodities, with exceptions, 
serving St. Bethlehem, Tenn., as an off- 
route point in connection with authorized 
operations in MC-65967. 


MC-78712, Sub. 4, Miller Transportation, 
Inc., Kokomo, Ind. Common carrier, over 
irregular routes, transporting inselrock, from 
North Judson, Ind., to points in O., and 
Ill., those in the lower peninsula of Michi- 
gan, St. Louis, Mo., and Louisville, Ky., and, 
on return, damaged shipments of that com- 
modity. 


MC-92983 Sub. 220, Eldon Miller, Inc., 
Iowa City, Ia. Common carrier, over irregu- 
lar routes, transporting petroleum and petro- 
leum products, in bulk, in tank vehicles, 
from Baton Rouge, La., to points in Ark., 
Ky., Mo., Tenn., and Tex. 


MC-92983 Sub. 225, Eldon Miller, Inc., 
Iowa City, Ia. Common carrier, over irregu- 
lar routes, transporting synthetic resins, in 
bulk, in tank vehicles, from Meredosia, II1., 
to points in Ill., Ind., Ia., Ky., Mo., Minn., 
Mich., O., and Wis. 


MC-100837 Sub. 2, Hagerstown Motor Ex- 
press Co., Inc., Hagerstown, Md. Contract 
carrier, over irregular routes, transporting 
such commodities as are dealt in by chain 
retail and mail-order department stores, 
from Hagerstown, Md., to points in Carroll, 
Frederick and Washington counties, Md.; 
Adams, Franklin and Fulton counties, Pa.; 
Clarke, Frederick and Loundon counties, 
Va., and Berkely, Jefferson and Morgan 
counties, W.Va. Note: Carrier holds MC- 
pave ssl Note: Dual operations may be in- 
volved. 


MC-102616, Sub. 640, Coastal Tank Lines, 
Inec., York, Pa. Common carrier, over irregu- 
lar routes, transporting vegetable oils, in 
bulk, in tank vehicles, from Reading, Pa., 
to Downingtown, Hanover, Lititz, Phila- 
delphia, Quakertown, Berwick and York, Pa., 
and Ellicott City, Md., with the restriction 
that applied-for authority be restricted to 
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transportation of vegetable oils having an 


eee prior interstate movement by 
rali. 


MC-105572, Sub. 18, C. J. Davis, dba St. 
Louis Freight Lines, St. Louis, Mich. Con- 
tract carrier, over irregular routes, trans- 
porting building materials, from North Jud- 
son, Ind., to points in O., Ill., and Mich., 
and from Buda, Ill., to points in O., Ind., 
and Mich. 


MC-107107 Sub. 85, Alterman Transport 
Lines, Inc., Miami, Fla. Common carrier, 
over irregular routes, transporting salad 
dressing, from Milwaukee, Wis., to Atlanta, 
Ga., and points in Florida. 


MC-109124, Sub. 5, Sentle Trucking Corp., 
Toledo, O. Common carrier, over irregular 
routes, transporting concrete slabs, roofing 
and building materials, from North Judson, 
a to points in Ill., Mich., O., Pa., W.Va., 

y. 

MC-109637, Sub. 4, Gasoline Transport 
Co., Louisville, Ky. Common carrier, over 
irregular routes, transporting liquid deter- 
gents, in bulk, in tank vehicles, from Cal- 
vert City, Ky., and points within 10 miles 
thereof, to points in Ala., Ga., Ill., Ind., 
La., Mich., Minn., Miss., Mo., N.C., O., 
Tenn., Tex., W.Va., and Wis. 


MC-110525, Sub. 333, Chemical Tank Lines, 
Inc., Downingtown, Pa. Common carrier, 
over irregular routes, transporting acids and 
chemicals, in bulk, in tank vehicles, from 
Louisville, Ky., to points in Ala., Fla., Ga., 
Tll., Ind., Ia., Kan., Ky., La., Md., Mich., 
Miss., Mo., Neb., N.Y., N.C., O., Pa., S.C., 
Tenn., Va., W.Va., Wis., and D.C., except 
from Louisville to Baltimore, Md., and to 
Fairmont, W.Va., and to specified counties 
in Md., N.Y., Pa., and W.Va. 


MC-111397, Sub. 20, Wade E. Davis, dba 
Davis Transport, Paducah, Ky. Common car- 
rier, over irregular routes, transporting coke, 
in special hopper (bottom dump) trailers, 
from coke furnaces in points in Hopkins 
County, Ky., to points in Tenn., Ind., and 
Til., and, on return, empty containers or 
other such incidental facilities (not speci- 
fied) used in transporting coke. 


MC-111397, Sub. 21, Wade E. Davis, dba 
Davis Transport, Paducah, Ky. Common 
carrier, over irregular routes, transporting 
compressed gases, in company-owned cylin- 
der and in manifold tube semi-trailers, and 
empty containers or other such incidental 
facilities (mot specified) used in transport- 
ing compressed gases, between Calvert City. 
Ky., and points in Ill., Ind., Tenn., and Ky. 

MC-111472, Sub. 47, Diamond Transporta- 
tion System, Inc., Racine, Wis. Contract 
carrier, over irregular routes, transporting 
bleacher seats, from Rochester, Ind., to 
points in the US. 


MC-112020, Sub. 30, Commercial Oil Trans- 
port, Fort Worth, Tex. Common carrier, over 
irregular routes, transporting animal and 
vegetable fats, oils and greases, and products 
and blends thereof, in bulk, in tank vehicles, 
between Memphis, Tenn., on the one hand, 
and, on the other, points in Ark., Colo., Del., 
D.C., Fla., Md., Minn., Mo., Neb., N.J., N.C., 
O., Okla., S.C., Tex., Va., W.Va., Wis., N.Y., 
Pa., Ga., Kan., S.D., Ia., La., Miss., Ala., 
Tenn., Ky., Ill., Ind., and Mich. 

MC-112020, Sub. 31, Commercial Oil Trans- 
port, Fort Worth, Tex. Common carrier, over 
irregular routes, transporting petroleum 
lubricating oils and petroleum waxes, in 
bulk, in tank vehicles, from points in Harris 
and Jefferson counties, Tex., to points in 
Tll., Ia., Kan., Mo., and Neb. 


MC-112617, Sub. 30, Liquid Transporters, 
Inc., Louisville, Ky. Common carrier, over 
irregular routes, transporting acids and 
chemicals, in bulk, in tank vehicles, from 
Louisville, Ky., to points in Ala., Fla., Ga., 
Til., Ind., Ia., Kan., Ky., La., Md., Mich., 
Miss., Mo., Neb., N.Y., N.C., O., Pa., S.C., 
Tenn., Va., W.Va., Wis., and D.C. Note: 
Duplicating authority should be eliminated. 

MC-112617, Sub. 32, Liquid Transporters. 
Inc., Louisville, Ky. Common carrier, over 
irregular routes, transporting coal spray oil 
and residual oil, in bulk, in tank vehicles, 
from points in Lyon and Marshall counties, 
Ky., to points in Ill., Ind., and Ky. 


MC-113388, Sub. 18, Lester C. Newton 
Trucking Co., Bridgeville, Del. Common 
carrier, over irregular routes, transporting 
canned and _  ~preserved foods, between 
Bridgeville, Del., on the one hand, and, on 
= other, points in Fla., Ga., N.C., S.C. and 

a. 


MC-113388, Sub. 19, Lester C. Newton 
Trucking Co., Bridgeville, Del. Common car- 
rier, over irregular routes, transporting pal- 
lets, from points in Accomac and Northamp- 
ton counties, Va., and points in that part of 
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Del., and Md., south of U.S. Highway 40, 
to East Walpole, Mass. 

MC-113855, Sub. 21, International Trans- 
port, Inc., Fargo, N.D. Common carrier, over 
irregular routes, transporting materials han- 
dling equipment, lift trucks, straddle trucks, 
dopers, winches and logging arches, attach- 
ments and parts, from Dallas, Ore., and 
points within 20 miles thereof, to points in 
the U.S., including the District of Columbia. 

MC-113861, Sub. 14, W. H. Wooten and J. 
H. Parker, dba W. H. Wooten Transports, 
Memphis, Tenn. Common carrier, over ir- 
regular routes, transporting pine oil and 
pine oil derivatives, in bulk, in tank vehicles, 
from Hattiesburg, Miss., and points within 
five miles thereof, to Memphis, Tenn. 

MC-115651, Sub. 2, Kaney Transportation, 
Inc., Freeport, Ill. Common carrier, over ir- 
regular routes, transporting (1) paint and 
paint materials, varnish, lacquers, driers, 
stains, shellacs, fillers, thickeners, thinners 
and reducing or removing compounds, in 
bulk, in tank vehicles, from Rockford, IIl., 
to points in designated areas of Ind., Ia., 
and Wis., and to points in Kan., Mass. 
(except Quincy), N.Y., NJ., Pa., and O.; 
(2) sanitary can coating, in bulk, in tank 
vehicles, from Melrose Park, Ill., to St. 
Louis, Mo.; Milwaukee, Wis.; Austin, Ind., 
and St. Paul, Minn.; (3) liquid latex, in 
bulk, in tank vehicles, from Boston, Mass., 
to Chicago, Ill., and (4) liquid detergent, in 
bulk, in tank vehicles, from Chicago, IIl., 
to Kansas City, Mo., and Kansas City, Kan., 
and, on return, returned shipments of the 
specified commodities. 

MC-116616, Sleepy Valley Farm Van Serv- 
ice, Inc., Nashville, Tenn. Common carrier, 
over irregular routes, transporting livestock, 
other than ordinary, and, in connection 
therewith, personal effects of attendants, 
trainers and exhibitors, supplies and equip- 
ment, including mascots, used in the care 
and exhibition of such animals, between 
points in Tenn., Ark., La., Fla., Ky., O., 
W.Va., Ill., Ind., Del., and Mich. 


MC-116694 Ray Humfieet dba Humfieet 
Auto Parts, London, Ky. Common carrier 
over irregular routes transporting disabled 
automobiles and disabled trucks, from 
points in Harlan, Perry, Breathitt, Laurel, 
Jackson, Clay and Madison counties, Ky. to 
points in Ky., O., Ind., Tenn., W.Va., and 
Va. 


MC-30319, Sub. 80, Southern Pacific 
Transport Co., Houston, Tex. Common car- 
rier, over regular routes, transporting gen- 
eral commodities, with exceptions, but in- 
cluding air freight having a prior or subse- 
quent movement by air, between Eola and 
Carboco, La., over Louisiana Highway 1176 
(Louisiana Highway 601), serving no inter- 
mediate points. Note: Applicant now holds 
authority herein sought, but is restricted 
at Carboco to delivery only. The purpose 
of this application is to remove the restric- 
tion prohibiting the pickup and movement 
of outbound substituted truck-for-rail serv- 
ice. (Handling without oral hearing re- 
quested.) 


MC-54515, Sub. 6, Bangor & Aroostook Rail- 
road Co., Bangor, Me. Common carrier, over 
regular routes, transporting general com- 
modities, with exceptions, but including 
household goods, those of unusual value and 
Class A and B explosives, between numerous 
points in Maine, serving intermediate and 
off-route points, with the _ restrictions, 
among others, that the service shall be 
limited to that which is auxiliary to or sup- 
plemental of applicant’s rail service and 
that applicant shall not serve any point 
not a station on its rail lines. Note: Dupli- 
cation with present authority to be elimi- 
nated. (Handling without oral hearing re- 
quested.) 


MC-107403, Sub. 237, E. Brooke Matlack, 
Inc., Philadelphia, Pa. Common carrier, over 
irregular routes, transporting ethylene gas, 
in shipper-owned manifold and tube semi- 
trailers, from Tuscola, Ill., to Marcus Hook, 
Pa. (Handling without oral hearing re- 
quested.) 


MC-116703, Charles Toon, Elmer Mansfield 
and Harry Latta, dba M & T Truck Line, 
Fulton, Ky. Common carrier, over irregular 
routes, transporting lumber, rough and 
dressed, from points in a described area of 
Alabama to points in described areas of Miss., 
Ark., Ill., Ky., and Tenn. Note: Applicant 
states that rough lumber includes rough 
sawn lumber as it comes from the saw, con- 
sisting of board feet dimension stock such as 
joists and studding, and that dressed lumber 
will consist of lumber dressed or planed, 
including tongue and grooved lumber. (Han- 
dling without oral hearing requested.) 


MC-116720, Howard Kellogg, Lemmon, S.D. 
Contract carrier, over irregular routes, trans- 


porting beer, in containers. and empty beer 
containers and supplies, signs and materials 
relating to the sale of beer, between Lem- 
mon, 8.D., and St. Paul, Minn. (Handling 
without oral hearing requested.) 

MC-116726, Wallace I. Goodhall, Jr., dba 
Goodhall’s Garage, Union, Conn. Common 
carrier, over irregular routes, transporting 
repossessed and disabled vehicles, in truck- 
away (towaway) service, between points in 
Connecticut, on the one hand, and, on the 
other, points in Mass., and R.I. (Handling 
without oral hearing requested.) 

MC-103435, Sub. 74, Buckingham Trans- 
portation, Inc., Rapid City, S.D. Common 
carrier, over a regular route, transporting 
general commodities, including Class A and 
B explosives, articles of unusual value, 
household goods as defined by the Commis- 
sion, commodities in bulk and those requir- 
ing special equipment, between Fargo, N.D., 
and the U.S.-Canada border, near Pembina, 
N.D., over a described route. This applica- 
tion is related directly to MC-F-6610, in 
which authority is sought by Consolidated 
Freightways, Inc., Portland, Ore., for pur- 
chase of a portion of the operating rights of 
Buckingham Transportation. 


PETITIONS FOR REHEARING, ETC. 


No. 32129, Chicago, Rock Island & Pacific 
R.R. Co. v. Pacific Wine Co. Alta Vineyards 
Co. asks denial of complainant’s petition 
for a declaratory order. 

* *« = 

I. & S. 6767, Compressors, Cooling Ma- 
chines C. & E. I. R.R. Respondent asks 
reconsideration and vacation of suspension 
order. 

* _ 7” 

I. & S. M-8319, Plastic Tile—From and 
To Southern Points. Southern Motor Car- 
riers Rate Conference, Inc. asks stay of ef- 
fective date of order requiring cancellation 
of suspended matter now in effect by opera- 
tion of statute. 

* * 

I. & S. M-9675, Radio and T. V. Sets— 
Between N.J., N.Y., O. & Pa. Wilson Freight 
Forwarding Co. asks vacation of suspension 
order. 

* * » 

I. & S. M-9768, Iron or Steel Rolls—Aetna 
Freight Lines, Inc. Respondent asks recon- 
sideration and vacation of suspension order. 

* * * 


MC-F-6558, Navajo Freight Lines, Inc.— 
Purchase (Portion)—Strickland Transporta- 
tion Co., Inc.; MC-59680, Sub. 122, Strick- 
land Transportation Co., Inc.; Finance 19756, 
Navajo Freight Lines, Inc.—Notes. Denver- 
Amarillo Red Ball Motor Freight, Inc., et 
al. ask reconsideration of notice of May 29 
and assignment of proceedings for formal 


hearing. 
* * * 


MC-F-6569, Indianhead Truck Line, Inc.— 
Purchase—G. F. Ardery Oil Transport. Ap- 
plicants ask reconsideration and rehearing. 

a * * 


MC-8989, Sub. 159, Howard Sober, Inc., 
Extension—Baltimore, Md. Clark Transport 
Co. asks further hearing. 

a * - 


MC-48412, Clarke T. McVay. Applicant asks 
revocation of operating authority. 
* * om 


MC-61609, Bob Day Transfer & Storage. 
Applicant asks revocation of operating au- 
thority. 


* * * 


MC-107107, Sub. 71, Alterman Transport 
Lines, Inc. Extension—Food Products. Sea- 
board Air Line R.R. Co., et al. ask recon- 


sideration. 
% * + 


Ex Parte MC-37, Commercial Zones and 
Terminal Areas, Albuquerque, N.M. Albu- 
querque-Phoenix Express, Inc., et al. ask 
reconsideration and revision. 

7 * . 


I. & S. M-8193, Liquors—Between Louis- 
ville, Ky., and Pa.; I. & S. M-8536, Alcoholic 
Liquors—From and to Broad Ford, Pa. 
Central Territory Railroads ask reconsidera- 
tion by entire Commission, & modification. 

7 ” 


MC-531, Sub. 59, Younger Brothers, Inc., 
Extension — Liquid Wax. York Interstate 
Trucking, Inc. asks reconsideration and 


further hearing. 
x - o 


I. & S. M-9707, Paper—Chillicothe, O. to 
Ill., Ind., Ky. & Mo. Craig Trucking, Inc. 
asks reconsideration and vacation of suspen- 
sion order. 

* - . 

I. & S. M-9714, Bakery Goods—Chicago 

to Columbus & Dayton, O. Craig Trucking, 


TRAFFIC Wor.p 


Inc. asks reconsideration and vacation of 
suspension order. 
~ * ~ 


I. & S. M-9735, Paper Articles—Miami, 
Fla. to South. Great Southern Trucking 
Co. asks reconsideration and vacation of 
suspension order. ae ee 

MC-F-5960, Raymond Nye—Purchase (P: 
tion)—H. J. and Grace L. Uhl, and e 
braced applications. John Bunning Tra 
fer Co., Inc., et al. ask reconsideration. 

ce * 


MC-F-6590, Louisville, New Albany 
Corydon R.R. Co.—Purchase—Earl Cu 
mings. American Trucking Associations, Inc, 
move dismissal of ,oPplication. 


No. 30439, A. D. Adair & McCarty Bruos., 
Inc. v. A. T. & S. F., et al., and rela‘ed 
cases. Defendants’ ask reopening, recons:d- 
eration and oral argument., 

* 


No. 32032, Increased Fares, Official Terri- 
tory, 1956. The Secretary of the Army asks 
reopening and reconsideration of the Com- 
mission’s report and order dated Apr. 29. 

* e 


Ex Parte MC-37, Commercial Zones and 
Terminal Areas. Minneapolis Traffic Associ- 
ation asks reopening for purpose of author- 
izing the extension of the Minneapolis-St. 
Paul, Minn., Commercial Zone to include 
Bloomington, Savage, Shakopee and Vailey 
Industrial Park (Valley Park). 


I. & S. M-9773, Chemicals, Detroit and 
Wyandotte to Chicago. Lee Brothers, Ine, 
asks vacation of suspension order. 


No. 31364, Deepfreeze Appliance Division, 
Motor Products Corp. v. B. & O., et al. Com- 
plainant asks reconsideration. 

~ * 


Finance 9918, Missouri Pacific R. R. Co, 
Reorganization. Frederick M. Myers, Jr., 
attorney for Bolton Sullivan and Stewart 
Huston, and Bolton Sullivan and Stewart 
Huston, Independent Directors of Missouri 
Pacific R.R. Co. ask rehearing and recon- 
sideration of order of June 7, with respect 
to maximum limits of allowance for services 
and reimbursement of expenses from Dec, 
15, 1954 to Mar. 1, 1956. 

* * * 

MC-29886, Sub. 85, Dallas & Mavis For- 
warding Co., Inc., Extension—Churubusco, 
Ind. C & H Transportation Co., Inc.. et al. 
and U.S.A.C. Transport, Inc. ask reconsider- 
ation. 

2 * * 

MC-35396, Sub. 16, Arnold Ligon Truck 
Line—La. Extension. Applicant asks recon- 
sideration. 

7 * * 

Chamber of Commerce of 
Fargo, N.D., et al. v. Albrent Freight and 
Storage Corp., et al. Complainants move 
dismissal of complaint. 

” * * 


MC-C-1835, Whitehouse ‘Trucking, Inc. Vv. 
Pre-Fab Transit Co. Pre-Fab Transit Co. 
moves stay of effective date of cease and 
desist order. me 

~ 7 * 

I. and S. M-9755, Bakery Goods—Chicago, 
Till. to Cincinnati, O. and Louisville. Ky. 
Dennis Truck Line, Inc. asks vacation of 
Commission’s investigation order. 

. ~ 7” 

I. & S. M-9805, Scoured Wood, Reduced 
Truckload Exception Ratings. L. Nelson & 
Sons Transportation Co. asks vacation of 
suspension order and discontinuance of 
proceeding. 


MC-C-1559, 


C. omya laints 


No. 32188, St. Johns Terminal Co., Inc., 
Miami, Fla. v. Reading Co. et al. 


Alleges rates maintained by the de- 
fendants on various commodities, from 
eastern points to ports in Florida, for 
export, in violation of sections 1, 2, 
3, 4 and 6. Asks cease and desist order, 
rates and reparation of $3,169.40. (George 
A. Pierce, Barnett Bank Building, Jack- 
sonville, Fla.) 

MC-C-2117, Brotherhood of Railroad 
Trainmen v. County Transportation 
Co. and New York, New Haven & 
Hartford Railroad Co. 


Alleges defendants are attempting to 
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abandon operations by the County 
yransportation Co., unlawfully. (F. A. 
Pureell, deputy president, Brotherhood 

Railroad Trainmen, 1502 Seventh 
Avenue, Watervliet, N.Y.). 





Proposed Reports 


se 





£ aminer Proposes I.C.C. 
»proval of Pan-Atlantic 


introl of Loveland Co. 


an-Atlantic Steamship Corp., con- 
t: led by Malcolm P. McLean, former 
) .d of the McLean Trucking Co., 
hs received a favorable initial re- 
J 
+t 


em 


f.on its application for authority 

acquire S. C. Loveland Co., Inc., 
a water carrier, in connection with 
P i-Atlantic’s announced intention 
o| augmenting its coordinated truck- 
sp operation along the Atlantic and 
Gif coasts. 


iearing Examiner M. L. Winson, by a 
recommended report in MC-F-6167, Pan- 
Atiantic Steamship Corp.—Control—s. 
C. Loveland Co., Inc., recommended that 
the Commission approve the acquisition 
by Pan-Atlantic of control of Loveland, 
through purchase of capital stock, merger 
into the former of the operating rights 
and property of the latter for ownership, 
management, and operation; and acquisi- 
tion by McLean Industries, Inc., and, in 
turn, by Malcolm P. McLean, of control 
of the operating rights and property 
through the control and merger. 


Any exceptions to the report must be 
filed with the Commission within 30 
days from the date of service, June 14. 


Examiner Winson said that the terms 
and conditions for the acquisition and 
merger were just and reasonable and 
that the acquisition and merger con- 
stituted a transaction within the scope 
of section 5(2) (a) of the interstate com- 
merce act and would be consistent with 
the public interest 


If the transaction was consummated, 
Examiner Winson said, Pan-Atlantic 
would be entitled to operate under the 
rights confirmed in W-16 (held by Love- 
land), which rights, he proposed, would 
be “authorized to be unified with rights 
otherwise confirmed in it [Pan-Atlantic], 
to be embraced in a certificate to be 
issued in its name, with duplications 
eliminated.” 


Holding Company’s Status 


He further recommended that McLean 
Industries, which he said was exclusively 
the holding company of the McLean 
group of corporations, should be con- 
sidered a water carrier subject to the 
provisions of section 313 of the act. With 
respect to Mr. McLean, the examiner 
said that the Commission did not ordi- 
narily subject individuals to the provi- 
sions of section 5(3) of the act, under 
which the Commission could designate 
him as a water carrier, and that the 
public interest did not require that Mr. 
McLean be so subjected at this time. If 
the need arose, he said, the extent to 
which Mr. McLean should be subjected 


might be determined by a supplemental 
order. 


a 


Examiner Winson said that Pan-At- 
lantic was authorized to operate between 
Boston, Mass., New York Harbor, N.Y., 
Philadelphia, Pa., Baltimore, Md., George- 
town and Charleston, S.C., Jacksonville, 
Miami, Tampa, Port St. Joe, Panama 
City and Pensacola, Fla., Mobile Ala., 
New Orleans, La., and Houston and 
Galveston, Tex., with exceptions, in the 
transportation by self-propelled vessels 
of commodities generally, and passengers. 

Loveland’s certificate in W-16, of 
authorized operations as a water carrier 
by self-propelled vessels and non-self- 
propelled vessels with the use of separate 
towing vessels in the transportation of 
commodities generally and by towing 
vessels in the performance of towage, 


between ports and points along the At- ' 


lantic coast and tributory waterways, but 
not including ports and points on the 
Hudson River above New York Harbor, 


or on the New York State Canal System, 
the examiner said. 


Pan-Atlantic’s Equipment 


With respect to the equipment to be 
used, and the services proposed, Examiner 
Winson said: 

“Pan-Atlantic owns nine vessels, com- 
prised of seven conventional or break- 
bulk ships, including accommodations for 
12 passengers, identified as C-2 or con- 
ventional vessels, and two tanker-con- 
tainer ships which are T-2 type tankers, 
identified as T-2 or tankerships, on 
which an elevated cargo deck with space 
for 58 trailers 33 feet long has been 
superimposed; the trailers are lifted by 
cranes. A third tanker has been obtained 
and is being similarly converted. Three 
C-2 and the two T-2 vessels are in the 
coastwise trade and two of the former in 
the intercoastal trade. 


“Pan-Atlantic intends to introduce in 
coastwise service seven trailers ships for 
which arrangements have been com- 
pleted but contracts not yet signed. They 
are to replace the seven conventional 
vessels which will be traded in to the 
Maritime Administration. The trailer- 
ships will have a capacity for 286 trailers 
35 feet long, pulled by specially designed 
tractors over ramps, and are aptly called 
roll-on-roll-off ships. 


“These vessels would serve the ports 
with the greatest traffic potential, the 
expectation being that most of Pan- 
Atlantic’s Atlantic and some Gulf coast 
ports and Loveland’s additional ports 
of Portland, Me., Providence, R.I., New 
Haven and Bridgeport, Conn., Norfolk, 
Va., Morehead City and Wilmington, 
N.C., Savannah, Ga., and West Palm 
Beach, Everglades, and Key West, Fla., 
would qualify in this respect. 


“Acquisition thereof, however, is not 
contingent on approval of the instant 
transaction. Tankerships would also call 
at a majority of these ports. Others 
would be served by trailer-barge or small 
trailerships. The type of operations con- 
ducted by Loveland would also be 
continued.” 


Pan-Atlantic ‘Pioneering’ 


Examiner Winson said that in an 
attempt to solve problems connected with 
integration of water and land trans- 
portation, Pan-Atlantic was “pioneering 
in the integration of sea-land transpor- 
tation and in the application of the latest 
technological developments to service on 
the Atlantic and Gulf coasts.” He added 
that because of this as well as other 
considerations, the precedents established 
in cited motor carrier cases “should not 
shut the door to the proposed extension 
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of the modern, less costly, and more 
efficient tankership and trailership oper- 
ation.” 

“Regulation in the interest of the com- 
mon defense and the common welfare 
cannot be cast in a rigid frame,” he said. 
“Rather it must be vibrant and elastic, 
but within the four corners of the regu- 
latory laws, to meet changing conditions 
confronting the transportation industry 
and the general public.” 

In a discussion of railroad contentions, 
the examiner said: 

“Recalling that Loveland’s operations 
are partly dormant and that Pan-At- 
lantic’s trailership and tankership serv- 
ice would bear slight resemblance to 
that which the former once did and 
still does perform, the examiner con- 
cludes that a substantially new competi- 
tive service would evolve from the uni- 
fication herein, indistinguishable, to this 
extent, from an extension of service under 
section 309(c) or 207.” 

He cited Pacific Intermountain Express 
Co.—Control and Purchase, 57 M.C.C. 
341 and 467, and Deaton Truck Line, 
Inc.—Purchase—Capitol Freight Lines, 
Inc., 70 M.C.C. 355. 


Examiner’s Conclusions 


In the course of his 8l-page report, 
Examiner Winson stated findings and 
conclusions, among which were the fol- 
lowing: 

“The conclusion is warranted that 
Loveland has rendered a service com- 
mensurate with the type and volume of 
traffic available to it, its facilities, and 
financial resources.” 

“. . . Loveland holds a valid certificate 
which is susceptible of transfer to Pan- 
Atlantic.” 

“., . the transaction squares precisely 
with the provisions of section 5(2) and 
must be governed thereby.” 

“Tnitially, Pan-Atlantic will probably 
attract tonnage from the railroads, but 
the diversion is not expected to be so 
serious as to jeopardize their ability 
to render adequate service to the public 
in times of peace and war.” 

“The consideration of $318,672 is un- 
questionably high, but bearing in mind 
the broad scope of Loveland’s authority 
and the potentialities of the proposed 
operations, it is not so unreasonable as 
to require denial of the application.” 


“The national transportation policy 
declared in the act requires the Commis- 
sion to recognize and preserve the in- 
herent advantages of each mode of trans- 
portation, and, where the advantages of 
two modes of transportation may be co- 
ordinated to promote an efficient trans- 
portation system, the Commission should 
sanction the resulting service, with due 
regard for the protection of the public 
and the existing carriers.” 

“The findings should not be construed 
as authorizing the acquisition of control 
without concurrent consummation of the 
merger.” 


Opposition to Application 


Examiner Winson said the application 
was opposed at hearings by the Atlantic 
Coast Line, the Central of Georgia, the 
Florida East Coast, the Pennsylvania, 
the Seaboard, and the Southern rail- 
roads, also New England and Trunk Line 
railroads, Class I railroads in the West- 
ern District, Seatrain Lines, Inc., and 
C. G. Willis, Inc. 
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State Rights Ineligible 


For |.C.C. Registration 


By a recommended report in MC-99506, 
Harold M. Sandhaus—Eligibility—Second 
Proviso, Examiner George A. Dahan has 
found that Harold M. Sandhaus, a 
Missouri intrastate common carrier, is 
operated substantially under common 
control and management with Byers 
Transportation Co., a multiple-state mo- 
tor common carrier, and is not eligible 
to engage in interstate or foreign com- 
merce by registering his intrastate cer- 
tificate with the Commission under the 
second proviso of section 206(a)(1) of 
the interstate commerce act. The exam- 
iner recommended that the Commission 
discontinue the proceeding. 

The examiner said that when Harold 
M. Sandhaus attempted to register his 
intrastate certificate with the I.C.C., the 
Commission informed him, by notice, 
that he might not lawfully engage in 
interstate operations so long as he re- 
mained in the employ of Byers Trans- 
portation Co., Inc., where he holds the 
position of general traffic manager. Ex- 
aminer Dahan said that Mr. Sandhaus 
asked that the notice be vacated. or in 
the alternative, the matter be assigned 
for hearing. 

The examiner said Mr. Sandhaus in- 
tended to comply with the rules and 
regulations of the Commission if per- 
mitted to handle interstate traffic which 
he asserted was available. If the com- 
bined intra-interstate operations were 
sufficiently profitable he would sever his 
connection with Byers and purchase 
equipment, the examiner said, adding 
that Mr. Sandhaus believed that the 
additional revenues which he would 
derive from the interstate operation 
would enable him to take these steps. 

After citing numerous cases having to 
do with the application of the second 
proviso, Examiner Dahan said: 

“Although Sandhaus has little, if any, 
say in the policy of Byers, he is em- 
ployed. by the latter in what is generally 
considered an official capacity. His 
supervisory duties as general traffic 
manager necessarily require instances of 
managerial discretion, if not greater, 
certainly not less, than the usual duties 
of division or terminal managers. Sand- 
haus livelihood is dependent upon Byers. 
This precludes independence of operation 
by Sandhaus. Byers is in a position to, 
even it does not not now, control the 
Sandhaus operation. The examiner con- 
cludes that the employment relationship 
between Sandhaus and Byers is sufficient 
to disqualify Sandhaus from eligibility 
under the second proviso of section 206 
(a) (1).” 


Exceptions, if any, are due at the 
Commission within 30 days from the date 


of service of the recommended report, 
June 17. 


Motor Finance Proposal 
Examiner Thomas J. Patrick, by a 


recommended report in MC -F - 6464, 
Shamrock Van Lines, Inc.—Purchase 
(Portion)—W. W. Jarmon, has recom- 
mended that the Commission approve 
the purchase by Shamrock Van Lines, 
Inc., Dallas, Tex., of certain operating 


rights of W. W. Jarmon, doing business 
as Jarmon Van Lines, Irving Tex., and 
the acquisition by R. C. Dawe of con- 
trol of the operating rights through the 
purchase. 


RAIL AND WATER REPORTS 


Ammonium Chloride 


No. 32022, American Potash and Chem- 
ical Corp. v. Chesapeake & Ohio Railway 
Co. et al. By Examiner Kobernusz. 
Modified procedure followed. Recom- 
mends award of reparation on finding 
unreasonable a rate of 305 cents a 100 
pounds, not including Ex Parte No. 175 
increases, Minimum 30,000 pounds, 
charged on 24 carloads of ammonium 
chloride, in bulk, in bags, from Solvay 
and Syracuse, N.Y., to Henderson, Nev., 
between October 1, 1952, and October 27, 
1953, inclusive. The examiner said the 
assailed rate was unreasonable to the 
extent that is exceeded a rate of 239 
cents, which was subsequently estab- 
lished. The examiner said that in con- 
tending that the assailed rate was un- 
reasonable, the complainant alleged, 
among other things, that the considered 
shipments consisted of heavy loading 
industrial chemicals of low value in bulk 
and that a rate of 305 cents applied 
generally to a long list of drugs, medi- 
cines and chemicals, including many of 
high value. He said that although the 
defendants took the position that the 
establishment of the assailed rate was 
influenced by water competition, they 
had not proved that it was less than a 
maximum reasonable rate. 


MOTOR RECOMMENDED REPORTS 


Recommended orders in these reports 
become effective at expiration of 30 days 
from date of service of reports (35 days 
if general office of a party to a proceed- 
ing, or the office of the petitioner repre- 
senting him, is located at or west of El 
Paso, Tex., Salt Lake City, Utah, or 
Helena, Mont.) unless exceptions have 
been filed within the 30-day period or 
the order has been stayed or postponed 
by the Commission. 

State in which applicant for certificate, 
license or permit has home office is shown 
below in “black face’’ type, with name 
of town or city following. 


Certificates—Licenses—Permits 


Alabama (Birmingham) — MC-110940, 
Sub. 16, Robins Transfer Co., Inc., Ex- 
tension—Toluene. Certificate proposed. 
Over irregular routes, toluene, in bulk, 
in tank vehicles, from Gadsden, Ala., to 
Copperhill, Tenn. 

Canada (Point Edward, Ontario) —-MC- 
114885, Sub. 7, Tank Truck Transport, 
Ltd., Extension—Hydrochloric Acid. De- 
nial of certificate proposed. Over ir- 
regular routes, hydrochloric acid, in bulk, 
in tank vehicles, from Niagara Falls, N-Y., 
to the port of entry on the U.S.-Canada 
border at or near Niagara Falls. 


Colorado (Craig)—MC-9787, Sub. 17, 
Stanton Transportation Co., Extension— 
Washington and Oregon. Certificate pro- 
posed. Natural gas and petroleum field 
supplies, between points in Washington 
and Oregon, on the one hand, and, on 


the other, points in Mont., Neb., N.D., 
N.M., S.D., Colo., Wyo., Utah and Nev. 

Connecticut (Thomaston)—MC-115022, 
Sub. 1, Chamberlain’s Trailer Trans- 
port, Inc., Extension—All Points in the 
United States. On further hearing, de- 
nial of certificate proposed. Over -r- 
regular routes, used trailers, designed to 
be drawn by passenger cars, furnished 
or unfurnished, truckaway, in second- 
ary movements, between points in Me., 
N.H., Vt., Mass., R.I., Conn., N.Y., and 
N.J., on the one hand, and, on the other, 
all points in the US. 


Georgia (Atlanta) —-MC-104724, Sub. il, 
Superior Trucking Co., Inc., Extensio:.— 
Additional States and Backhaul. Permit 
proposed and approval of dual operaticns 
recommended. Over irregular routes, 
malt beverages, in containers, and ad- 
vertising matter when transported with 
malt beverages, from Atlanta to points 
in Ark., Ky., La., Miss., Va., and Tenn., 
with exceptions, and empty containers 
on return. 

Idaho (Mackay)—MC-112558, Sub, 4, 
Clinton A. Gundersen, dba Gundersen 
Trucking Co., Extension—Concentrates. 
Certificate proposed. Over irregular 
routes, ore concentrates, mill tailings, slag 
and bullion, from mines in Custer and 
Lemhi counties, Ida., to Darby and Arm- 
stead, Mont., Mackay, Ind., and Salt 
Lake City, Magna, Garfield, Murray, 
Midvale, Tooele and International, Utah, 
and empty containers on return. 


Idaho (Twin Falls)—-MC-24911, Sub. 
5, Robert A. Blaser, Extension—Ontario. 
Denial of permit proposed. Feed, seed 
and grist mill products, from Ogden, 
Utah, and points within two miles of 
Ogden, to Ontario, Ore., Boise, Nampa, 
Caldwell and Payette, Ida., over ir- 
regular routes. 


Illinois (Chicago) —-MC-114019, Sub. 6, 
The Emery Transportation Co., Exten- 
sion—Machinery. Denial of certificate 
proposed. Over irregular routes, specified 
commodities between Bellevue, Coving- 
ton, Dayton, Louisville and Newport, Ky., 
St. Louis, Mo., Pittsburgh, Pa., and points 
in Ill., Ind., and O., and in a designated 
area of Wisconsin and those in the lower 
peninsula of Mich. 

Illinois (Stone Park) —-MC-116510, Wil- 
liam B. Keenan, dba Keenan Transit 
Co., Contract Carrier. Permit proposed. 
Cast iron pipe and fittings, and other 
specified commodities, From Bensonville, 
Tll., to points in Ind., Ia., Wis., Minn. 
(except St. Paul and Minneapolis), and 
Mich., over irregular routes. 


Indiana (East Chicago) —MC-79695, 
Sub. 17, Steel Transportation Co., Inc., 
Extension—Non-Ferrous Metals. Certifi- 
cate proposed. Over irregular routes, non- 
ferrous metals, when moving with iron 
and steel articles, in mixed shipments 
only, from Chicago, IIl., to Cincinnati, O. 

Indiana (West Harrison) —MC-116537, 
Ellis Hensley and Charles Hensley, dba 
Hensley Bros., Extension—Common Car- 
rier Application. Certificate proposed. 
Over irregular routes, wrecked and dis- 
abled motor vehicles and replacement 
vehicles for those wrecked or disabled, 
by use of wrecker equipment only, be- 
tween points in Dearborn, Ripely and 
Franklin counties, Ind., on the one hand, 
and, on the other, points in Hamilton 
and Butler counties, O. 

Iowa (Sioux City) —MC-116461, Rich- 
ard H. Bahrenfuss, dba Bahrenfuss 
Truckline, Contract Carrier Application. 
Denial of permit proposed. Over ir- 
regular routes, (1) groceries and canned 
foods, from Sioux City, Ia., to Sioux Falls, 
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s.D., and points in Minnesota, and (2) 
canned foods, from points in Minnesota 
to Sioux City. 

Massachusetts (Somerville)—MC- 
99189, Sub. 11, University Overland Ex- 
press, Inc., Extension—Edsel. Certificate 
proposed. Over irregular routes, new pas- 
senger automobiles and new passenger 
automobile chassis, in initial movements, 

,ickaway and driveaway, from Somer- 
ie, Mass., to points in 19 states and 

he District of Columbia. 

jichigan (Detroit)—MC—10761, Sub. 
° Transamerican Freight Lines, Inc., 
snsion—Alternate Route—Albany to 
ingfield. Denial of certificate pro- 
ed. General commodities, with ex- 
ions between Albany, N.Y., and 
ngfield, Mass., over a described reg- 
route, serving no intermediate points, 
n alternate route in connection with 
iorized regular-route operations. 
ichigan (Lansing)—MC-8989, Sub. 
Howard Sober, Inc., Extension—Utah, 
vacing MC-10345, Sub. 79, C. & J. 
mercial Driveaway, Inc., Extension— 
1, and MC-72318, Sub. 22, Industrial 
sport, Inc., Extension—Florida. Cer- 
ites proposed. Over irregular routes, 
nev passenger automobiles, and parts 
thereof, when moving in the same vehi- 
cle with new passenger automobiles, in 
initial movements, truckaway, from Lans- 
ing, Mich., to points in Ariz., Cailif., 
Colo., Ida., Mont., Nev., N.M., Ore., Utah, 
Wash., and Wyo. 

Michigan (Monroe)—MC-4966, Sub. 7, 
Jones Transefer Co., Extension—Atomic 
Energy Plant. Certificate proposed. 
General commodities, with exceptions, 
serving the Enrico Fermi Atomic Power 
plant, about four miles east of Stony 
Creek railroad station and about six 
miles south of Newport, Mich., in Monroe 


County, Mich., as an off-route point in 
connection with authorized regular route 
operations. 
Minnesota 
Sub. 35, Quickie Transport Co., Exten- 
sion—New Richmond, Wis. Certificate 
proposed. Fat and tallow, in bulk, in tank 


(Minneapolis) —-MC-112223, 


vehicles, from points in Hennepin, 
Ramsey and Dakota counties, Minn., to 
New Richmond, Wis., over irregular 
routes. 

Minnesota (New Ulm)—MC-116446, 
Harold Schugel, Contract Carrier Appli- 
cation. Permit proposed. Over irregular 
routes, poultry feeds and animal feeds, 
(1) from Mankato, Minn., to Esther- 
ville, Ia., and (2) between New Ulm and 
Willmar, Minn., on the one hand, and, 
on the other, Estherville, Belmond and 
Alden, Ia. 


Missouri (Carrollton)—-MC-98981, Sub. 
1, George H. Brotherton, Jr.. Common 
Carrier. Denial of certificate proposed. 
Over irregular routes, poles, pole line 
material, equipment and supplies, inci- 
dental to and used in the construction 
of telephone and telegraph wire and 
cable lines, between points in Mo., Ia., 
and Ill., with restriction. 

Missouri (Carthage)—-MC-116544, Wil- 
son Brothers Truck Line, Inc., Common 
Carrier. Denial of certificate proposed. 
Petroleum lubricating oils and greases, 
in containers, from points in the Kan- 
sas City, Mo.-Kan., commercial zone, to 
Specified points in Fla., and Ga., over 
irregular routes. 

Missouri (Independence)—MC-116508, 
Charles D. Woody, dba Woody Garage, 
Common Carrier, Denial of certificate 
proposed. Over irregular routes, wrecked 
and disabled, and other specified motor 
vehicles, between Independence, Mo., and 
points in Kan. and Mo. 


oe 


Missouri (Kansas City)—MC-116528, 
William E. Tate, dba Tate’s Santa Fe 
Service, Common Carrier Application. 
Denial of certificate proposed. Cver ir- 
regular routes, wrecked, disabled and re- 
possessed motor vehicles, truckaway. be- 
tween Kansas City, Mo., and points in 
Kansas. 

Nebraska (Omaha)—MC-70451, Sub. 
183, Watson Bros. Transportation Co., 
Inc., Extension—Arkansas City, Kan. 
Certificate proposed. Over irregular 
routes, meats, meat products and meat 
by-products, articles distributed by meat 
packinghouses and such cOmmodities as 
are used by packinghouses in the conduct 
of their business, when destined to and 
for use by meat packers, and empty 
containers used in transporting the 
specified commodities, between Arkansas 
City, Kan., on the one hand, and, on 
the other, Omaha, Fremont and York, 
Neb.; East St. Louis, Peoria and De- 
catur, Ill.; St. Paul, Austin and Albert 
Lea, Minn., and points in Iowa. 

New Hampshire (Plymouth) — MC- 
116333, Sub. 2, Charles H. Morse, dba 
Morse’s Bus Service, Common Carrier 
Application. Certificate proposed. Over 
irregular routes, passengers and their 
baggage, in charter operations, beginning 
and ending at Plymouth, N.H., and 
points in Grafton County, N.H., within 
25 miles thereof, except points in Han- 
over township, N.H., and extending to 
points in Me., Mass., R.I., Conn., and 
Vt., except Vermont points within 30 
miles of Orfordville, N.H. 


New Jersey (Branchville)—MC-59925, 
Sub. 4, John Peter Garrison, dba Gar- 
rison, Extension—Sussex and Warren 
Counties. Certificate proposed. Over 
irregular routes, lime and _ limestone, 
from specified points in New Jersey to 
specified points in N.Y., and Pa. 

New Jersey (North Bergen)—MC- 
19013, Sub. 8, George Hillman Trucking 
Co., Inc., Extension—North Brunswick. 
Permit proposed. Electrical cable on 
loaded reels weighing 5,000 pounds or 
more, in winch equipped trucks, from 
the site of the plant of the Okonite 
Co., at North Brunswick, N.J., to points 
in N.Y., Pa., Conn., R.I., Mass., Md., 
and Del., within 175 miles of Paterson, 
N.J., and empty reels on return, over 
irregular routes. 


New Jersey (Perth Amboy)—MC-2428, 
Sub. 12, Harold Prang, dba H. Prang 
Trucking, Extension — Attleboro, Mass. 
Permit and approval of dual operations 
proposed. Over irregular routes, silver 
bullion, from Carteret, N.J., to Attle- 
boro, Mass. 


New Jersey (Woodbridge)— MC-52458, 
Sub. 142, T. I. McCormack Trucking Co., 
Inc.—Extension—Belvidere, N.J. Certifi- 
cate proposed. Plastic molding granules 
and pellets, in bulk, from Belvidere and 
Newark, N.J., to points in Ill., Ind., and 
Mich., over irregular routes. 


New York (Medina)—MC-7663, Sub. 2, 
Lapp Express Co., Inc., Extension—Eyr- 
plosives. Denial of certificate proposed. 
Over irregular routes, (1) Navy night 
drift signals, Class B explosives; (2) 
Navy depth charge markers (calcium 
phosphide), Class C explosives, and (3) 
Army ordnance time fuses and cannon 
primers, from Town of Murray, Orleans 
County, N.Y., to Village of Holley, Or- 
leans County, and to Rochester and 
Buffalo, N.Y. 


New York (Unadilla)—-MC-50175, Sub. 
3, Earl Codington, Extension—Sidney, 
N.Y. Certificate proposed. Over irregular 
routes, wood poles and wood cross-arms 
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used in the construction and maintenance 
of electric transmission, telephone and 
telegraph lines, from Sidney, N.Y., to 
points in Delaware, Otsego, Oneida, 
Madison, Herkimer, Chenango, Broome, 
Cortland, Tompkins, Tioga and Sullivan 
counties, N.Y. 


New York (New York)—MC-116546, 
Peter Coleine and Angelo Cortazzo, dba 
Amwil Trucking Co., Contract. Carrier. 
Permit proposed. Over irregular routes, 
meats, meat products and meat by- 
products, dairy products, and articles dis- 
tributed by meat packinghouses from 
New York, N.Y., to points in Westchester 
County, N.Y., over irregular routes. 


North Dakota (Fargo) — MC-28132, 
Sub. 45, Hvidsten Transport, Inc., Ex- 
tension—Williston, N.D. Certificate pro- 
posed. Petroleum and petroleum prod- 
ucts, in bulk, in tank vehicles, from 
Williston, N.D., and points within 10 
miles thereof, to points in Minnesota, 
over irregular routes. 


Ohio (Akron) —MC-2202, Sub. 159, 
Roadway Express, Inc., Extension—Al- 
ternate Route, Massillon, O. Certificate 
proposed. General commodities, with ex- 
ceptions, between Massillon and Wooster, 
O., over U.S. Highway 30, serving no in- 
termediate points, as an alternate route 
for operating convenience only, in con- 
nection with authorized regular route 
operations restricted to traffic moving 
to, from or through Akron, O. 


Ohio (Norwalk)—MC-71096, Sub. 29. 
Norwalk Truck Lines, Inc., Extension 
—Brush Beryllium Plant, embracing MC- 
77404, Sub. 10, Mohawk Motor, Inc., of 
Tiffin, O., Extension—Brush Beryllium 
Plant. Certificates proposed. General 
commodities, with exceptions, serving 
the Brush Beryllium Plant, located about 
4.5 miles east of Elmore, O., Harris town- 
ship, Ottawa County, O., as an off-route 
point in connection with regular route 
operations, in MC-71096, Sub. 29, between 
Akron, O., and Flint, Mich., and in 
MC-77404, Sub. 10, between Cleveland, 
O., and Detroit, Mich. 


Oklahoma (Ada)—MC-116412, South- 
west Bulk Handlers, Inc., Common Car- 
rier Application. Denial of certificate 
proposed. Over irregular routes, dry 
cement, in bulk, in specially constructed 
tank vehicles, between points in Ark., 
Kan., Okla., and Tex. 


Oklahoma (Hugho)—MC-28680, Sub. 9, 
Jordan Bus Co., Extension—Healdton, 
Okla. Certificate proposed. Passengers 
and their baggage, and express, in the 
same vehicle with passengers, (1) between 
Oklahoma City, Okla., and the junction 
of Oklahoma Highways 53 and 176, and 
(2) between Lindsay, Okla., and the 
junction of Oklahoma Highways 29 
and 76. 


Oklahoma (Oklahoma City) —MC- 
114284, Sub. 3, F. Gaffin, Inc., Extension 
—El Paso. Certificate proposed. Over 
irregular routes, (1) meat, meat prod- 
ucts and meat by-products, and (2) 
dairy products, from Oklahoma City, 
Okla., to El Paso, Tex., and points in 
N.M., and Ariz., in peddle servcie only. 


Oklahoma (Tulsa)—MC-106398, Sub. 77, 
National Trailer Convoy, Inc., Extension 
—Walnut Ridge. Denial of certificate 
proposed. Over irregular routes, trailers, 
designed to be drawn by passenger auto- 
mobiles, in initial movements, truckaway, 
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from or near Walnut Ridge, Ark., to 
points in the USS. 

Oregon (Portland)—MC-2862, Sub. 57, 
Arrow Transportation Co. of Delaware, 
Extension—Boise. Certificate proposed. 
Petroleum products, in bulk, in tank ve- 
hicles, from Boise, Ida., to points in 
Oregon, on and east of the western 
boundaries of Hood River, Wasco, Jef- 
ferson Deschutes and Klamath counties, 
Ore., and those in Idaho on and north 
of the southern boundary of Idaho 
County, Ida., over irregular routes. 

Pennsylvania (C arlis1e)—MC-28439, 
Sub. 73, Daily Motor Express Inc., Ex- 
tension—Tractors. Certificate proposed. 
Over irregular routes, tractors (not in- 
cluding truck parts) and incidental ma- 
chinery, attachments and parts, when 
moving with such tractors, except com- 
modities requiring special equipment, 
from Racine, Wis., Rock Island and 
Rockford, Ill., and Burlington, Ia., to all 
points in Md., Del., N.J., N.Y., R.I., Conn., 
Me., N.H., Vt., Va., N.C., and Pa. 

Pennsylvania (Downingtown)—MC- 
104347, Sub. 119, Leaman Transporta- 
tion Corp., Extension—Wax. Certificate 
proposed. Over irregular routes, liquid 
petroleum wax, in bulk, in tank vehicles, 
from Philadelphia, Pa., to points in a 
described area of Indiana. 


Pennsylvania (Harrisburg)—MC- 
111824, Sub. 4, William R. Simpson, Inc., 
Extension—Pipe. Denial of certificate 
proposed. Over irregular routes, steel 
pipe, plain or corrugated, and fittings 
therefor, from Swatara township, Dau- 
phin County, Pa., to all points in Del., 
Md., and N.J. 


Pennsylvania (Philadelphia) — MC- 
116281, Frank De Leo, Contract Carrier 
Application. Permit proposed. Over ir- 
regular routes, ventilators, from the 
plants of the Penn Ventilator Co. at 
Philadelphia, Pa. to points in NJ., 
N.Y., Del., Md., Va., N.C., S.C., Ga., 
Tenn., O., Ind., and D.C. 


Tennessee (Lookout Mountain) —MC- 
116518, Walter C. Champion, Jr., Common 
Carrier. Certificate proposed. Passen- 
gers, between Henagar, Ala., and Chat- 
tanooga, Tenn., over a described route. 

Tennessee (Memphis) —MC-113861, Sub. 
13, W. H. Wooten and J. H. Parker, dba 
W. H. Wooten Transports, Extension— 
New Madrid. Certificate proposed. Over 
irregular routes, petroleum and petro- 
leum products, in bulk, in tank vehicles, 
from New Madrid, Mo., and points within 
10 miles thereof, to points in Tenn., Ky., 
Ill., Ia., Ind., those in Mississippi on and 
north of U.S. Highway 80 and those in 
Arkansas, except points in Arkansas 
within 200 air miles of Tulsa, Okla. 


Texas (Dallas)—MC-114045, Sub. 21, 
R. L. Moore and James T. Moore, dba 
Trans-Cold Express, Extension—Seven- 
teen States. Certificate proposed. Over ir- 
regular routes, (1) frozen prepared foods, 
(a) from Chadds Ford, Pa., to points in 
Okla., and Tex., (b) from Buffalo, Brock- 
port and Rochester, N.Y., to points in 
Ark., La., Okla., and Tex.; (c) from 
Seabrook, N.J., to points in Ark., La., 
Okla., and Tex., and (d) from Browns- 
ville, Tex., to points in Del., Md., N.J., 
N.Y., Pa., and D.C., (2) frozen fruits and 
vegetables, (a) from Seabrook, to points 
in Ark., La., Okla., and Tex., and (b) 
from Brownsville, Tex., to points in Del., 
me. MJ. NY. Pa, and DS: ©) 
frozen meats, in packages, from Phil- 
adelphia, Pa., to points in Ark., La., 





Okla., and Tex.; (4) unfrozen fruit 
juices, frozen grape concentrate and 
frozen fruits, from North East, Pa., to 
points in Ark., La., Okla., and Tex.; (5) 
frozen seafoods, from New York, Marl- 
boro and Red Hook, N.Y., to points in 
Ark., La., Okla., and Tex., and (6) 
Rock Cornish game hens, from Pomfret 
Center and Putnam, Conn., and Provi- 
dence, R.I., to points in Ark., La., Okla., 
and Tex. 


Virginia (Altavista)—-MC-30237, Sub. 
8, Lota H. Yeatts, dba Yeatts Transfer 
Co., Extension—New Furniture. Certifi- 
cate proposed. Over irregular routes, 
new furniture, except cedar chests and 
tables, from Altavista, Va., to points in 
Del., Md., N.J., N.Y., N.C., O., Pa., W.Va., 
and D.C., and, on return, damaged ship- 
ments of the specified commodity. 


Virginia (Harrisonburg) —MC-114110, 
Sub. 2, Edward Carl Moore, dba Harri- 
sonburg Motor Express, Extension—North 
and South Carolina. Certificate proposed. 
(1) Milk and cream (a) in bulk, in tank 
vehicles, from Harrisonburg and Staun- 
ton, Va., to points in North Carolina, 
and (b) in containers and in bulk in tank 
vehicles, from Harrisonburg and Staunton 
to points in South Carolina, and (2) 
empty containers, from points in South 
Carolina to Harrisonburg and Staunton. 


Virginia (Leesburg)—MC-112372, Sub. 
5, Clarence G. Jewell, Extension-Pennsyl- 
vania Points. Certificate proposed. Over 
irregular routes, hog by-products, in 
bulk or in containers, from Purcellville, 
Va., to Philadelphia, Lancaster, Hanover 
and Greencastle, Pa., and, on return, 
empty containers used in transporting 
the specified commodities. 


TRAFFIC WORLD 


Wisconsin (Burlington) — MC-110420, 
Sub. 143, Quality Carriers, Inc., Exten- 
sion—Emulsified Petroleum Sizing. Cer- 
tificate proposed. Over irregular routes, 
emulsified petroleum sizing, in bulk, in 
tank vehicles, from Kalamazoo, Mich., 
to Kaukauna, Wis. 

Wisconsin (West Allis) — MC-1163°6, 
Wayne Turks and Joseph Leonard d)a 
Turks and Leonard Auto Body Co., Cori- 
mon Carrier. Denial of certificate pro- 
posed. Over irregular routes, motor ve- 
hicles, including wrecked or disabled 
vehicles, towaway, between points in 
Milwaukee County, Wis., on the one 
hand, and, on the other, points in Il, 
Ind., Ia., Mich., and Minn. 


Wisconsin (Kenosha)—MC-30837, Sub. 
219, Kenosha Auto Transport Corp., Ex- 
tension—Utility Trailers. Certificate pro- 
posed. Over irregular routes, utility 
rental trailers, designed to be drawn Dy 
passenger automobiles, in secondary 
movements, truckaway, between poil:ts 
in the US. 


Wisconsin (Wild Rose)—MC-114456, 
Sub. 3, Gordon N. Caves, dba Caves 
Trucking Co., Extension—Lime in Bags. 
Certificate proposed. Lime, in bags, from 
points in Fond Du Lac County, Wis., to 
Winona, Minn., over irregular routes. 

Wisconsin (Wittenberg) — MC-199034, 
Sub. 8, Stanley A. Westgor, Extension— 
Charcoal. Permit proposed. Over ir- 
regular routes, charcoal, in bulk, from 
points in Wisconsin on and west of US. 
Highway 51 to Iron Mountain, Mich., 
subject to the condition that applicant 
submit a request that its permit in MC- 
109084, Sub. 7, be canceled concurrently 
with the issuance of a permit herein. 





Hearings 





Galveston Truck Line’s 
13-State Rights Request 
Set for Prehearing Study 


The Commission has issued a no- 
tice of a prehearing conference to be 
conducted by Examiner B. E. Still- 
well on July 16, in Washington, D.C., 
in MC-8544, Galveston Truck Line 
Corp., Extension, in which the ap- 
plicant, an irregular-route common 
carrier by motor vehicle domiciled in 
Houston, Tex., seeks authority to 
extend its operations, in transporta- 
tion of general commodities, be- 
tween points in 13 states. 


Desmond A. Barry, of Houston, head 
of the Galveston Truck Lines Corp., said 
the application was filed at the request 
of a number of shippers at whose plants 
some workers were on strike to force 
acceptance of a “hot cargo” clause in 
new contracts proposed by the unions 
representing them, covering wages and 
terms of employment. Mr. Barry said 
he had been advised that operations at 
these plants were continuing, but that 
the shippers had reported they had been 
unable to obtain adequate transportation 
services from truck lines which had au- 
thority to serve them but the employes 
of which were represented by the Team- 
sters Union. 


Trial of an anti-trust suit instituted 
by Galveston Truck Line Corp., against 
a number of motor carriers which had 
refused to accept interline shipments 
tendered to them at Oklahoma City by 
the Galveston company, on the ground 
that these shipments were “hot cargo,” 
although the Galveston line’s employes 
were not on strike, was held recently in 
the federal district court at Oklahoma 
City. 

Scope of Authority Sought 


In MC-8544, Galveston Truck Line 
Corp. asks authority to operate as a 
motor common carrier, over irregular 
routes, transporting general commodi- 
ties, including commodities requiring 
special equipment, but excluding live- 
stock, liquid commodities in bulk, com- 
modities of unusual value, and house- 
hold goods, between points in Wiscon- 
sin, Michigan, Ohio, Nebraska, Kansas, 
Arkansas, Oklahoma, Texas, Louisiana, 
Mississippi, Tennessee, Kentucky, and 
Alabama. 

In a note appended to its application, 
Galveston said it would withdraw its ap- 
plication as to any states in which motor 
common carriers holding operating au- 
thority would agree, without regard to 
any strike, “legal or illegal, bona fide or 
otherwise,” to serve the public in accord- 
ance with their certificates, unless physi- 
cally prevented from doing so (T.W., 
June 8, p. 62). 

The application was filed after an 
I.C.C. examiner had recommended, in a 
complaint case instituted by Galveston 
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June 22, 1957 


Truck Line Corp., that refusal by car- 
riers at Oaklahoma City to accept inter- 
line shipments from the Galveston line 
was unlawful and in violation of the 
operating authorities of the defendants 
(T.W., April 13, p. 60). The shipments 
were refused as a result of action of the 
Teamsters’ Union, 


Union’s Contract Proposal 


-epresentatives of the union had urged 

the management of Galveston Truck 

Li Corp. to sign a union agreement 

alt »ough the union had not been chosen 

y the truck line’s employes as their 

ba:vaining representative and although 

M: Barry had taken the position that 

he .ould not sign such an agreement be- 

» he would be in violation of the 

if he did so. The connecting carriers, 

examiner said, alleged they were 

le to handle the traffic because of 

n contracts which contained the 
led “hot cargo” clause. 


ilveston then asked authority to 
sport sugar between a number of 
ts in Texas, and to transport general 
modities between Texas points and 
as City, Mo., and points in Okla- 
a. Another I.C.C. examiner recom- 
ied denial of the requested authority, 
»t for transportation of sugar, on 
round that there had been no show- 
of public convenience and neces- 


e Commission said that at the pre- 





1.C.C. CASES ASSIGNED 
FOR HEARING 


.C.C. cases assigned for hearing or oral 


argument appear below. The assignments are 
grouped under separate headings as to rail, 
water, motor, etc. They will be published only 
once. Changes in assignments will be published 
as announced by the 1.C.C. 


RAIL 


Changes in Assignments 


Hearing in I. & S,. 6572 and Sups. 1 thru 
8 incl., Cancellation of Routing—New Eng- 
land to Fla. (ACL), and 31986 and Sups. 1 
thru 5 inel., Cancellation of Joint Routing 
—A.C.L—Sou. Ry., assigned June 25, at 
Washington, D.C., canceled and reassigned 
September 25, at Washington, D.C., before 
Examiner Dunn, 


Hearing in I. & S. 6741 and Ist Sup., 
Routing—Jacksonville, Fla., to S. A. L. 
Stations, assigned June 26, at Washington, 
D.C., canceled and reassigned July 2, at 
Washington, D.C., before Examiner Dish- 
man. 


Oral argument in Ex Parte No. 174, Rules 
and Instructions for Inspection and Test- 
ing of Locomotives other than steam, as- 
signed July 9, at Washington, D.C., post- 
poned to a date to be fixed. 


New Assignments 


July 16—Washington, D.C.—Examiner Baum- 
garnter: 
I. & S. 6762—Phosphate Rock—Bartow, Fla. 
to Alexandria, Va. 
Fourth Section Application 33650—Phos- 
phate Rock from Fla. to Alexandria, Va. 
July 18—Washington, D.C.—Examiner Dunn: 
F.S.A. 3382—Acrylonitrile from Texas City, 
Tex. to Chicago, Il. 
suly 18—Washington, D.C.—Examiner Brad- 
ford: 
Finance 19760—Missouri-Kansas-Texas R.R. 
Co., Securities Modification. 
July 19—Washington, D.C.—Examiner Mor- 
gan: 
F.S.A. 33485—Formaldehyde from Bishop, 
Tex. to Newark, N.J. 
July 22—Baton Rouge, La.—Hotel Heidelberg 
—Examiner Lawton: 
32136—-Louisiana Intrastate Passenger 
Fares. 


a 


hearing conference, to be presided over 
by Examiner B. E. Stillwell, it was con- 
templated that the following matters 
would be discussed: 

“(1) The issues generally with a view 
to their simplification; 

“(2) The possibility and desirability of 
agreeing upon special procedure to ex- 
pedite and control the handling of this 
application, including the submission of 
the supporting and opposing shipper 
testimony by verified statements; 

“(3) The time and place or places of 
such hearing or hearings as may be 
agreed upon; 

“(4) The number of witnesses to be 
presented and the time required for such 
presentations by both applicant and pro- 
testants; 

“(5) The practicability of both appli- 
cant and the opposing carriers submitting 
in written form their direct testimony 
with respect to: (a) Their present op- 
erating authority; (b) their corporate 
organizations if any, ownership and con- 
trol; (c) their fiscal data; (d) Their 
equipment, terminals, and other facili- 
ties; 

“(6) The practicability and desirability 
of all parties exchanging exhibits cover- 
ing the immediately above-listed matters 
in advance of any hearing; and 

“(7) Any other matters by which the 
hearing can be expedited or simplified 
or the Commission’s handling thereof 
aided.” 





— 23—Washington, D.C.—Examiner Bar- 
er: 
I. & S. 6763—Free Time at Southern Ports 
on Scrap Iron and Steel. 
July 24—Baton Rouge, La.—Hotel Heidel- 
berg—Examiner Lawton: 
32148—Louisiana Intrastate Freight Rates 
and Charges. 
July 29—Austin, Tex.—Stephen F. Austin 
Hotel—Examiner Lawton: 
32162—Texas Intrastate Passenger Fares. 


WATER 


New Assignments 


July 22—Washington, D.C.—Examiner Saltz- 
man: 


W-557, Sub. 17, C. G. Willis, Inc. 


MOTOR 


Changes in Assignments 


Hearing in MC-70451, Sub. 190, Watson 
Bros. Transportation Co., Inc., Omaha, Neb., 
ccmmon carrier application, assigned June 
13, at Phoenix, Ariz., canceled and reassigned 
July 24. at State Comm., Phoenix, Ariz., 
before Jt. Bd. 47. 


Hearing in MC-C-2080, Missouri-Ilinois- 
Kansas Express, Inc.—Investigation and Rev- 
ocation of Permit. assigned June 13, at St. 
Louis, Mo., canceled. 


Hearing in MC-111784, Sub. 4, Community 
Coach Co., Granite City, Ill., common carrier 
application, assigned June 17, at St. Louis, 
Mo., postponed to a date to be fixed. 


Hearing in MC-116568, Peninsula Coach 
Lines, Fenwick. Ontario, Canada, common 
carrier application, assigned June 17, at 
Buffalo, N.Y., canceled and reassigned July 
12, at Hotel Buffalo, Buffalo, N.Y., before 
Examiner Brady. 

Hearing in MC-116575, Floyd Budd Trans- 
port, Simcoe, Ontario, Canada, common car- 
rier application, assigned June 17, at Buf- 
falo, N.Y., canceled. 


Hearing in MC-107227, Sub. 48, Insured 
Transporters, Inc . San Leandro, Calif., com- 
mon carrier application, assigned June 17, 
at San Francisco, Calif., canceled. 

Hearing in MC-116574, Nolan H. Brunson. 
Inc., Hobbs, N.M., assigned June 18, at Santa 
Fe, N.M., canceled. 

Hearing in MC-70451, Sub. 193, Watson 
Bros. Transportation Co. Inc., Omaha, Neb., 
common carrier application, assigned July 
10, at Omaha, Neb. canceled. 


Hearing in MC-100983, Sub. 2, Harley A. 
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Groseclose, Alderson, W.Va., common carrier 
application, assigned July 16 at U.S. Ct. Hse., 
Charleston, W.Va., transferred to July 16, at 
City Council Chamber City Hall, Charleston, 
W.Va., before Examiner Jackson. 

Hearing in MC-116547, Edward J. Tschetter, 
Huron, S.D., common carrier application, 
assigned June 17, at Pierre, S.D., canceled. 

Hearing in MC-111545, Sub. 24, Home 
Transportation Co., Inc., Marietta, Ga., com- 
mon carrier application, assigned June 25, 
at Columbia, S.C., canceled and reassigned 
June 25, at Peachtree-Seventh Blidg., At- 
lanta, Ga., before Examiner Borroughs. 

Hearing in MC-116077, Sub. 20, Robertson 
Tank Lines, Inc., Houston, Tex., common 
carrier application, assigned June 18, at 
Houston, Tex.. canceled and reassigned June 
19, at Fed. Office Bldg., Houston, Tex., before 
Examiner Cave. 

Hearing in MC-107107, Sub. 87, Alterman 
Transport Lines, Inc., Miami, Fla., common 
carrier application, assigned June 26, at 
Washington, D.C., canceled and reassigned 
July 9, at Washington, D.C., before Examiner 
Smith. 

Hearing in MC-107107, Sub. 89, Alterman 
Transport Lines, Inc., Miami, Fla., common 
carrier application, assigned June 27, at 
Washington, D.C., canceled and reassigned 
June 27, at U.S. Ct. Rms., Tampa, Fla., 
before Commissioner Murphy. 

Hearing in MC-95014, Sub. 14, Tallant 
Transfer Co., Inc. Hickory, N.C., common 
carrier application, assigned July 11, at 
Washington, D.C., canceled and reassigned 
July 15, at Washington, D.C., before Exami- 
ner Sutherland. 

Hearing in MC-C-2106, Roy Rittenhouse— 
Investigation and Revocation of Certificate, 
assigned June 20, at Washington, D.C. can- 
celed and reassigned July 22, at Washing- 
ton, D.C., before Examiner Van Dyke. 

Hearing in MC-116403, Atlas Service Com- 
pany, Inc., Allentown, Pa., contract carrier 
application. assigned June 21, at Wash- 
ington, D.C., canceled and reassigned July 
18, at Washington, D.C., before Examiner 
Brooks. 

Hearing in MC-116599, Hornbrook and 
Sons, Tampa, Fla., contract carrier applica- 
tion, assigned June 28, at Atlanta, Ga., can- 
celed and reassigned July 18, at U.S. Ct. 
Rms., Tampa, Fla., before Examiner Bor- 
roughs. 

Hearing in MC-116643, Bowling Construc- 
tion Co., Bluefield, W.Va., common carrier 
application, assigned July 17, at U.S. Ct. 
House, Charleston, W.Va., transferred to 
July 17, at City Hall, Charleston, W.Va., 
before Examiner Jackson. 

Hearing in MC-11.627, Quick Motor 
Freight, Washington, W.Va., contract carrier 
application, assigned July 18. at U.S. Ct. 
House, Charleston, W.Va., transferred to 
July 18, at City Hall, Charleston, W.Va., be- 
fore Examiner Jackson. 

Hearing in MC-8744, Sub. 4, Consolidated 
Motor Express, Inc., Bluefield, W.Va., com- 
mon carrier application, assigned July 19, 
at U.S. Ct. House, Charleston, W.Va., trans- 
ferred to July 19, at City Hall, Charleston, 
W.Va., before Joint Board 245. 


New Assignments 


July 11—Washington, D.C.—Examiner Cun- 
ningham: 
MC-C-2112—Hall’s Motor Transit Co. v. 
Buch Express, Inc. 
MC-C-2112, Sub. 1—Lancaster Transporta- 
tion Co. v. Same. 
MC-C-2112, Sub. 2—Motor Freight Express 
v. Same. 
MC-C-2112, Sub. 3—Keystone Express and 
Storage Co., Inc. v. Same. 
July 16—Washington, D.C.—Examiner Carr: 
MC-C-2111—M. I. O’Boyle & Son, Inc., v. 
Miller Motor Line of North Carolina, Inc. 
July 17—Portland, Me.—Fed. Bldg.—Jt. Bd. 
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MC-113539, Sub. 1—Porter Transportation 
Co., Fitchburg, Mass. (corrected) 

July 18—Washington, D.C.—Examiner 
Brady: 

MC-30887, Sub. 74—Shipley Transfer, Inc., 
Reisterstown, Md., common carrier ap- 
plication. 

July 18—Washington, D.C.—Examiner Cox: 

MC-F-6490—Daniels Motor Freight, Inc.— 
Purchase—Ethel J. Stahl. 

July 19—Louisville, Ky.—Kentucky .Hotel— 
Examiner Lee: 

MC-110525, Sub. 333—Chemical Tank Lines, 
Inc., Downingtown, Pa., common carrier 
application. 

MC-112617, Sub. 30—Liquid Transporters, 
Inc., Louisville, Ky., common carrier ap- 
plication. 





TRAFFIC WORLD 


PEORIA AND PERRIN 
UNION RY @ 


; 7 ; { i = = q\_. ° 


ROCK ISLAND ROCK 'S LAND 


en 


_ 


CHICAGO & EASTERN ILLINOIS 


} 
ee ele 


NickeL Pare R 
neal vo 


WABASH = 


, ‘ 
ae — ence. ten 


ss. 


or 
. me ee CC LT ee capeemmmmnesene: 


PENNSYLVANIA PENNS YLVANIA PEN 


new yYoRK 


BURLINGTON 

















June 22, 1957 


67 


ae =—" ee 


ll lilt Biivreaee on 
: {LLINOIS TERMINAL Fal ; 
Na A 5 é 
_—_* Eo’ 


are these 16 railroads 


especially important 


to transcontinental shippers? 


Shippers who regularly use T.P.& W. in transcontinental 
service know that these 16 railroads mean greater freedom 
of routing for fastest possible delivery — as well as maximum 
possibilities for diverting a shipment enroute. 

They are the 16 railroads with which T.P.& W. connects 
directly. Cars may be transferred to any one of them with no 
time lost in big city rail yards—no delay for your shipment. 

These choice connections and their connections are a by- 
product of T.P.&W.’s direct route across Illinois. They’re a 
bonus to the transcontinental shipper — whether he is aiming 
his carload from East to West, North to South, or within the 
great Midwest. 

Yes, these 16 railroads, too, are at your service the next 
time you specify T.P.&W. Why not make it the next time? 


Indianapolis 





Toledo, Peoria & Western 
Railroad Company 


OFFICES IN 19 PRINCIPAL CITIES GENERAL OFFICES: PEORIA, ILLINOIS 
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July 20—Portland, Ore.—Multnomah Hotel 
—Examiner Brooks: 

MC-113855, Sub. 21—International Trans- 
port, Inc., Fargo, N.D., common carrier 
application. 

July 22—Chicago, Ill—U.S. Custom Hse.— 
Examiner Hinley: 

MC-52657, Sub. 503—Arco Auto Carriers, 
Inc., Chicago, Ill., common carrier ap- 
plication. 

July 22—Louisville, Ky.—Kentucky Hotel— 
Jt. Bd. 1: 

MC-112617, Sub. 32—Liquid Transporters, 
Inc., Louisville, Ky., common carrier ap- 
plication. 

July 22—Louisville, Ky.—Kentucky Hotel— 
Examiner Lee: 

MC-116694—Humfieet Auto Parts, London, 
Ky., common carrier application. 

July 22—New York, N.Y.—346 Broadway— 
Examiner Kilroy: 

MC-31600, Sub. 424—P. B. Mutrie Motor 
Transportation, Inc., Waltham, Mass., 
common carrier application. 

July 22—Washington, D.C.—Examiner Smith: 

MC-29647, Sub. 24—Charlton Bros. Trans- 
portation Co., Inc., Hagerstown, Md., 
common carrier application. 

July 23—Chicago, Ill.—U.S. Custom Hse.—Ex- 
aminer Hinley: 

MC-107107, Sub. 85—Alterman Transport 
Lines, Inc., Miami, Fla., common carrier 
application. 

MC-111472, Sub. 47—Diamond Transporta- 
tion System, Inc., Racine, Wis., contract 
carrier application. 

July 23—Louisville, Ky.—Kentucky Hotel— 
Examiner Lee: 

MC-111397, Subs. 20 and 21—Davis Trans- 
port, Paducah, Ky., common carrier ap- 
plication. 

July 23—New York, N.Y.—45 Broadway—Ex- 
aminer Winson: 

MC-F-5816—H. D. Gorman—Control; Chi- 
cago Express, Inc.—Purchase (Portion)— 
Whippet Motor Lines Corp. 

July 23—Washington, D.C.—Examiner Suth- 
erland: 

MC-109637, Sub. 46—Gasoline Transport 
Co., Louisville, Ky., common carrier ap- 
plication. 

July 23—Washington, 
Carthy: 

MC-113388, Subs. 18 and 19—Lester C. New- 
ton Trucking Co., Bridgeville, Del., com- 
mon carrier applicationh. 

July 24—Chicago, [ll—U.S. Custom Hse.— 
Examiner Hinely: 

MC-115651, Sub. 2—Kaney Transportation, 
Inc., Freeport, Ill., common carrier ap- 
plication. 

July 24—Memphis, Tenn.—U.S. District Ct. 
Rms.—Examiner Lee: 

MC-92983, Sub. 220—Eldon Miller, Ind., 
Iowa City, Ia., common carrier applica- 
tion. 

July 24—Washington, D.C.—Examiner Saltz- 
man: 

MC-28439, Sub 75—Daily Motor Express, 
Inc., Carlisle, Pa., common carrier appli- 
cation. 

July 24—Washington, D.C.—Examiner Fried- 
son: 

MC-30657, Sub. 8—Dixie Hauling Co., At- 
lanta, Ga., contract carrier application 

July 25—Chicago, Ill.—U.S. Custom Hse.— 
Examiner Hinely: 

MC-64932, Sub. 229—Rogers Cartage Co., 

Chicago, Ill., common carrier application. 
July 25—Memphis, Tenn.—U.S. District Ct. 
Rms.—Examiner Lee: 

MC-112020, Sub. 30—Commercia! Oil Trans- 
port, Fort Worth, Tex., common carrier 
application. 

July 25—New York, N.Y.—45 Broadway— 
Examiner Winson: 

MC-F-6495—Provan Petroleum Transporta- 
tion Co., Inc.—Purchase (Portion)— 
Kramer Trucking & Contracting Co., Inc. 

MC-F-6488—Interstate Motor Freight Sys- 
tem—Control—Moskowitz Motor Trans- 
portation. Inc. 

July 25—Washington. D.C.—Examiner Mc- 
Carthy: 

MC-100837, Sub. 2—Hagerstown Motor Ex- 
press Co., Inc., Hagerstown, Md., contract 
carrier application. 

July 25—Washington, D.C.—Examiner Schu- 
trumpf: 

MC-102616, Sub. 640—Coastal Tank Lines, 
Inc., York, Pa., common carrier appli- 
cation. 


July 26—Chicago, Ill—U.S. Custom Hse.— 
Examiner Hinely: 

MC-78712. Sub. 4—Miller Transportation, 
Inc., Kokomo, Ind., common carrier ap- 
plication. 

MC-105572, Sub. 18—St. Louis Freight Lines, 
St. Louis, Mich., contract carrier applica- 
tion. 

MC-109124, Sub. 5—Sentle Trucking Corp.. 
Toledo, O., common carrier application. 

July 26—New York, N.Y.—45 Broadway—Ex- 
aminer Winson: 

MC-F-6336—Roberts Motor Express, Inc.—- 
ee and Merger—Sheehan Transport. 
ne. 


D.C.—Examiner Mc- 


MC-99084, Sub. 2—Roberts Motor Express, 
Inc., common carrier application. 

July 26—Washington, D.C.—Examiner Angle: 

MC-29660, Sub. 9—Herman Lozowick Truck- 
ing Co., Elizabeth, N.J., contract carrier 
application. 

July 29—Chicago, IllL—U.S. Custom Hse.— 
Examiner Hinely: 

MC-64932, Sub, 227—Rogers Cartage Co., 
ne Ill., common carrier applica- 
tion. 

MC-92983. Sub. 225—Eldon Miller, Inc., Iowa 
City, Ia., common carrier application. 
July 30—Chicago, Ttll.—U.S. Custom Hse.— 

Examiner Hinely: 

MC-112020, Sub. 31—Commercial Oil Trans- 
port, Forth Worth, Tex., common carrier 
application. 

July 30—Memphis, Tenn.—U.S. District Ct. 
Rms.—Jt. Bd. 229: 

MC-113861, Sub, 14—W. H. Wooten Trans- 
ports, Memphis, Tenn., common carrier 
application. 

Ca Stan, Mich.—Olds Hotel—Jt. Bd. 


6: 

MC-42329. Sub. 135—Hayes Freight Lines, 
Inc., Kokomo, Ind., common carrier ap- 
plication, 

July 31—Nashville, Tenn.—Dinkler-Andrew 
Jackson Hotel—Jt. Bd. 107: 

MC-65967, Sub. 21—Wilson Truck Co., Inc., 
Nashville, Tenn., common carrier appli- 
cation. 

August 1—Nashville, Tenn.—Dinkler-Andrew 
Jackson Hotel—Examiner Lee: 

MC-116616—Sleepy Valley Farm Van Serv- 
ice, Inc., Nashville. Tenn., common car- 
rier application. 

September 5—Washington, 
Cave: 

MC-52657, Sub. 504—Arco Auto Carriers, 
Inc,. Chicago, Ill., common carrier ap- 
plication. 


D.C.—Examiner 


CIVIL AERONAUTICS 
BOARD NEWS 


5 Per Cent Rise in Air Fares, 
Europe-Far East, Approved 


A general increase of about 5 per cent 
in air fares between Europe and cer- 
tain points in the Far East, and between 
certain points within the Far East area, 
has been approved by the Civil Aeronau- 
tics Board, subject to the condition that 
the fares not be used in the construc- 
tion of fares for transportation to and 
from this country. 

By an order, the board approved Agree- 
ment No. 10947, R-1 through R-4. and 
Agreement No. 10972, which it said were 
adopted by mail vote of traffic conference 
3 and joint conferences 2-3 and 1-2-3 
of the International Air Transport As- 
sociation. The agreements are intended 
to be effective July 1. 

The board said that, while the basic 
intent of the agreements fell outside air 
transportation as defined by the civil 
aeronautics act, the increased fares re- 
sulting threfrom might, in certain in- 
stances, be reflected in the construction 
of through fares to and from the United 
States. 

“In view of the board’s established 
policy of non-interference in areas not 
directly affecting air transportation,” the 
board said, “even where the agreement 
may not be consistent with the board’s 
concept of sound transportation practice, 
the board does not find the above-desig- 
nated agreements to be adverse to the 
public interest insofar as they relate to 
the particular areas noted above. 

“However, the board further finds that 
the agreements may be adverse to the 
public interest insofar as the increased 
fares resulting therefrom may be applied 
in the construction of fares for trans- 
portation to and from the United States.” 

The board said that if no petitions 
for reconsideration or modification of the 
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proposed condition had been filed within 
15 days from June 14 it would, by sub- 
sequent order, reaffirm its conditional 
approval. 


C.A.B. Will Hear Argument 
Concerning Initial Decision 


In Irregular Carrier Probe 


The Civil Aeronautics Board has 
notified parties to No. 5132, Large 
Irregular Air Carrier Investigation, 
that they will be permitted to pre- 
sent argument on the issues con- 
sidered in an initial decision in the 
proceeding of January 10, including 
the question “of whether authority 
to conduct supplemental air service 
should be by certificates of pubiic 
convenience and necessity or by ex- 
emption orders,” and whether there 
should be “any downward revision” 
in the number of flights permitted 
to the supplemental carriers. 

However, the board said, the parties 
would not be allowed to present argu- 
ment on “matters relating to whether 
there is a need for, and the proper gen- 
eral scope of supplemental air service.” 

In the initial decision it was stated 
that the irregular airlines should con- 
tinue to operate under exemption until 
the board could decide on applications 
those carriers had before it for oper- 
ating authority. The board’s examiners 
recommended that 31 of 54 applicants 
should be given permanent authorization 
for supplemental service (T.W., March 2, 
p. 80, and March 30. p. 204). 

The board recalled, in its notice, that 
the proceeding was so ordered as to pro- 
vide for decision in two parts. First, it 
said, there was to be a decision on the 
need for and the scope of supplemental 
service, and later a decision on the qual- 
ifications of the applicants for the needed 
service. 

It stated that the first phase had been 
completed by its decision on the need 
for and the scope of supplemental air 
service (T.W., Nov. 19, 1955, p. 70). 

There remained, the board said, the 
matters heard with respect to the second 
phase of the case and whether the indi- 
vidual authorizations for supplemental 
air service should be made by way of 
exemption order or certificate of public 
convenience and necessity and the dura- 
tion of any such order or certificate. 

In addition, the board said, it wished 
to receive written and oral argument on 
whether “any downward adjustment in 
the 10-flight limitation should be made” 
when the individual authorizations were 
issued. 

It said that if parties wished to con- 
test further the issues previously deter- 
mined, it must be done by appropriate 
petition for reconsideration. 

The board said that briefs in the case 
would be due on or before July 15. 


C.A.B. Denies C.A.T.A. Plea 


To Discuss Caribbean Rates 


A request by the Caribbean Air Trans- 
port Association for authority for mem- 
ber carriers and other affected carricrs 
to discuss cargo rates and passenger 
fares in the Caribbean area, “for the 
purpose of taking concerted action with 
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respect thereto,” has been denied by the 
Civil Aeronautics Board: 

The action, by order No. E-11459, was 
taken because the application by the 
group “does not support its allegation 
thet such discussions are necessary in 
orcer to prevent destructive, oppressive 
or wasteful competition,” the board said, 
“ayqd on the basis of such application, 
the board finds that such discussions 
wo id be adverse to the public interest.” 

-ne C.A.T.A. said that LANICA, S. A., 
wh -h recently was issued a foreign air 
ca: ier permit authorizing service be- 
tw -n Nicaragua and Miami, Fla., had 
ins uted cargo operations at rates lower 
th: . those in an agreement, previously 
app oved by the board, concerning the 
lev. of cargo rates in that area. 


bond 


Pr: sident Approves C.A.B. 
Ro ite Award to AVIANCA 


P esident Eisenhower on June 17 ap- 
pro\d an order by the Civil Aeronautics 
Bos d authorizing Aerovias Nacionales 
de .olombia, S.A. (AVIANCA), of Co- 
lom' ia, to operate as a foreign air car- 
rier over a route between Colombia and 
Fra: kfurt, Germany, serving the inter- 
mec ate points of San Juan, Puerto Rico; 
the Azores; Lisbon, Portugal; Madrid, 
Spain, and Paris, France. 

The board said its proceeding had 
fail to explore the extent to which 
operations of AVIANCA should be ex- 
tended to special Cubana-type restric- 
tions “because of the relationship be- 
tween AVIANCA and Pan American 
World Airways, Inc.” 

“There is now pending in another pro- 
ceeding, Docket No. 5222, an application 
by AVIANCA for renewal of its foreign 
air carrier permit for operations between 
points in Colombia and the United 
States,” the C.A.B. said. “In that pro- 
ceeding, the board will have an oppor- 
tunity to explore the matter of Cubana- 
type restrictions.” 


Argentina-New York Service 


By Argentine Line Favored 


A recommendation that Transconti- 
nental, S.A., a privately-owned Argen- 
tine airline, be authorized to operate be- 
tween Argentine and New York City has 
been made by a Civil Aeronautics Board 
examiner. 

In a recommended decision in No. 
8632, Transcontinental, S.A., Examiner 
Ferdinand D. Moran recommended that 
the C.A.B. authorize the line to perform 
the service for a period of three years, 
subject to the condition that the carrier 
serve New York only on flights originat- 
ing or terminating in Argentina. 


Plan in Event of Attack 
Announced for Air Agencies 


Procedures for civil and military avia- 
tion agencies and for users of the air- 
Space in the event of an air defense 
emergency have been announced by Wil- 
liam B. Davis, acting administrator of 
civil aeronautics. 

Based on a plan approved in 1952, the 
plan was prepared jointly by the Civil 
Aeronautics Administration, the Air 
Force, the Civil Aeronautics Board and 
the Department of the Navy, and was 
coordinated with interested civil avia- 


pe 


tion organizations, Mr. Davis said. 

It is to be known as SCATER (Plan 
for the Security Control of Air Traffic 
and Electromagnetic Radiations During 
an Air Defense Emergency). 


Extension Is Recommended 


For Overseas Cargo Rule 


The Bureau of Safety of the Civil 
Aeronautics Board has announced its 
intention of proposing to the board the 
extension of the provisions of special 
civil air regulation SR-368A for sched- 
uled cargo operations outside the con- 
tinental limits of the United States. 

The bureau said: 

“Special civil air regulation SR-368A 
currently authorizes air carrier per- 
mitted by the board to engage in sched- 
uled cargo-only operations outside the 
continental limits of the United States 
to conduct such operations under the 
provisions of part 42 of the civil air regu- 
lations. This authorization terminates 
July 31, 1957. 

“At the time the board promulgated 
SR-368A, it indicated that the regula- 
tion was a temporary measure pending 
the development of adequate certifica- 
tion and operation rules for scheduled 
air transportation of cargo outside the 
continental limits of the United States. 

“Civil air regulations draft release No. 
56-17, ‘Proposed Revision of Part 41 of 
the Civil Air Regulations—Certification 
and Operation Rules for Scheduled Air 
Carrier Operations Outside the Conti- 
nental Limits of the United States,’ con- 
tains provisions in this respect but re- 
quires such operations to be authorized 
by the administrator. It is anticipated 
that this proviso will be contained in 
revised part 41 which is presently being 
developed. It is evident, however, that 
this revision cannot be accomplished 
prior to July 31, 1957. 

“In view of the foregoing, it is pro- 
posed to promulgate a special civil air 
regulation to read as follows: 

“Any air carrier authorized by the 
board pursuant to title IV of the civil 
aeronautics act of 1938, as amended, to 
engage in scheduled air transportation 
of the United States may, upon author- 
ization by the administrator, conduct 
such transportation under the air carrier 
certification and operation rules pre- 
scribed in part 42 of the civil air regula- 
tions. 

“This regulation would supersede SR- 
368A and remain in effect until such 
time as new certification and operation 
rules become effective for cargo opera- 
tions outside the continental limits of 
the United States, unless sooner termi- 
nated or rescinded by the board.” 

In order to receive consideration, the 
board said, comments must be submitted 
in duplicate and received by the bureau 
not later than July 15. 


Further Control of T.W.A. 
By Hughes Tool Is Approved 


Additional acquisition of control of 
Trans World Airlines, Inc., by the Hughes 
Tool Co., of Houston, Tex., as requested 
by the airline so as to permit it to 
undergo a refinancing program, has been 
approved by the Civil Aeronautics Board. 

By an order in No. 3210, Hughes Tool 
Co., Acquisition of Control of Trans 
World Airlines, Inc., the board further 
amended the order in No. 3210 “so as to 
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permit T.W.A. to sell to (Hughes Tool) 
and the latter to buy its pro rata share 
of an issue of common stock to be of- 
fered to T.W.A.’s stockholders, as well 
as related transactions .. .” 

The board said T.W.A. said the finan- 
cial program would enable it to reduce 
its indebtedness by at least $34 million, 
with a coresponding reduction in interest 
payments. The airline also told the board 
the program would improve its financial 
structure by decreasing the ratio of debt 
to equity, would ease its monthly debt 
burden by extending equipment pay- 
ments over a longer period and would 
leave T.W.A. in a “much more flexible 
financial position for future financing 
of jet equipment and facilities.” 

The board said the refinancing would 
be accomplished in the following four 
segments: 

(1) The issuance by T.W.A. to stock- 
holders and pro rata acquisition by 
Hughes Tool of new common stock which 
would net T.W.A.. at least $34 million. 

(2) Equipment loans from banks and/ 
or insurance companies totaling at least 
$35 million. 

(3) A revolving credit arrangement 
established by Hughes Tool in favor of 
T.W.A. up to $15 million. 

(4) The balance, if any, from T.W.A.’s 
general funds. 


Oral Argument Is Postponed 


In Forwarder Investigation 


Notice has been given by the Civil 
Aeronautics Board that oral argument in 
No. 7132, International Freight For- 
warder Investigation,’ has been post- 
poned from June 26 to July 10 at 10 a.m. 
eastern daylight saving time) in room 
5042, Commerce Building, Washington, 
D.C. 

The investigation is into “services of 
air carriers and/or foreign air transpor- 
wae of property” (T.W., May 14, 1955, 
p. ; 


The date for filing briefs in support of 
exceptions has been postponed from June 
19 to July 1, according to the board. 


FEDERAL MARITIME 
BOARD NEWS 





Filing of Import Rates 
Ruled Out by F.M.B. 


Having found “that it is unnecessary 
at this time to issue the rules herein 
considered,” the Federal Maritime Board 
has discontinued the proceeding in No. 
789, Filing of Freight Rates in Foreign 
Import Commerce of the United States 
(T.W., March 2, p. 80). 


The proceeding was an investigation 
instituted March 16, 1956, by the board 
with respect to the issuance of a pro- 
posed rule requiring the filing with it 
of schedules and amendments of all 
inbound rates, charges, rules, regulations 
and practices established, observed and 
assessed by all common carriers by 
water subject to the shipping act, 1916, 
and engaged in the foreign import com- 
merce of the United States and its dis- 
tricts, territories and possessions. 


In its order of discontinuance, the 
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board said authority to issue such rules 
was vested in the board by section 21 
of the shipping act, 1916, as amended, 
section 19 of the merchant marine act, 
1920, section 204 of the merchant marine 
act, 1920, and section 4 of the adminis- 
trative procedure act. 


Examiner Finds Against 
Stevedore Which Claimed 


Harm From Port Agreement 


A Federal Maritime Board ex- 
aminer has found that an agree- 
ment between the Port of Albany, 
N.Y., and the operator of a public 
grain terminal is not such as 
has to be filed with the board for its 
approval, and that the agreement 
caused no legal injury to the com- 
plaining stevedore who objected to 
the selection of a competing com- 
pany to perform stevedoring serv- 
ices. 


In his recommended decision in No. 
785, D. J. Roach, Inc. v. Albany Port 
District, Albany Port District Commis- 
sion and Cargill, Inc., Examiner C. B. 
Gray recommended the dismissal of the 
complaint. 

The examiner said that Cargill had 
agreed with the other respondents to 
employ only one stevedore, a competi- 
tor of Roach, at the public grain termi- 
nal facility operated by Cargill under 
lease from the port district commission. 
Complainant, which sought a cease and 
desist order and reparation, alleged that 
this subjected it to undue or unreason- 
able prejudice or disadvantage, the ex- 
aminer said. 

Respondents, according to the exami- 
ner, moved to dismiss on the grounds 
that Cargill was described as a Minne- 
sota corporation, but that the grain ware- 
house was operated by Cargill, Inc., a 
Delaware corporation, and that the 
F.M.B. lacked jurisdiction over the mat- 
ter because Cargill had the right to 
choose its sub-agent or employes to load 
or discharge grain. 

The examiner said the complainant 
had no part “in the preparation of the 
stowage plan of the vessel, representa- 
tive of the steamship company and of 
Cargill always deciding where the grain 
should be stowed.” Concededly, com- 
plainant did “nothing more than supply 
the labor,” he said. 


Basis of Complaint 


Cargill and representatives of the port 
district commission had agreed, the ex- 
aminer said, that it would be advanta- 
geous for Cargill to employ only one ste- 
vedoring company, and because another 
stevedoring company was using grain- 
trimming machines it was deemed best 
fitted to perform the services. 


The complainant alleged that the ces- 
sation of its employment resulted from 
the agreement between Cargill and the 
commission, “which has not been filed 
with nor approved by the board,” the ex- 
aminer said, adding that Roach con- 
tended this was in violation of section 
15 of the shipping act, 1916, and, that 
this “results further to complainant’s 


injury in violation of sections 16, first, 
and 17 of the statute.” 

Section 15 required that common Ccar- 
riers by water and other persons sub- 
ject to the act “shall file with the board 
a copy and memorandum of every agree- 
ment with another such carrier or person 
fixing or regulating transportation rates 
or fares,” Examiner Gray said, adding: 

“While there may be a cooperative 
working arrangement with the port dis- 
trict commission it must be recognized 
as one outside the range of transporta- 
tion subjects to which the provisions of 
section 15 apply. Complainant is not 
within the class of persons for whose 
protection the sections of the shipping 
act concerned were designed and no 
violations of those section have been 
shown.” 


Pacific Far East Requests 


Rehearing on Hawaii Plea 


Pacific Far East Lines, Inc., has peti- 
tioned the Federal Maritime Board to 
reconsider its decision denying an ap- 
plication of P.F.E.L. to make calls at 
Hawaii with trans-Pacific vessels (T.W., 
May 18, p. 77). 

In its report and order in S-55, Pacific 
Far East Line, Inc.—Application for 
Permission Under Section 805(a) of the 
Merchant Marine Act, 1936, to Call its 
Trans-Pacific Vessels at Hawaii, the 
board disagreed with an examiner’s 
recommendations and denied the ap- 
plication. The denial was on the ground 
that the service would result in unfair 
competition to an operator engaged ex- 
clusively in the coastwise or intercoastal 
service, and would be prejudicial to the 
objects and policy of the merchant 
marine act. 

Vice-Chairman Ben H. Guill dissented. 

Pacific Far East alleged: 

“|. . the board has (1) without expla- 
nation, overruled the trial examiner 
whose report recommended in favor of 
grant of the application; (2) without 
precedent, extended section 805(a) to pro- 
tect two subsidized operators (one serv- 
ing Hawaii with subsidized vessels) from 
the unsubsidized competition of a third; 
(3) perpetuated probably the most power- 
ful maritime monopoly under the USS. 
fiag, which is the transportation arm of 
the dominant economic interests of the 
Hawaiian Islands (e.g., sugar, pineapple, 
hotels), and (4) denied permission under 
section 805(a) to an operator (Pacific Far 
East) seeking to comply therewith, in 
order to protect another operator (Mat- 
son), who even now is in violation of that. 
section—by refusing even to consider that 
violation. 

“This unusual result has been reached 
despite the fact that five of the seven 
officials of the board who have passed 
upon the merits of P.F.E.L.’s application, 
as findings or as recommended findings, 
have found, or recommended, that the 
application be granted. 


“These five include the only two who 
participated in the actual hearing, saw 
and heard witnesses, and who therefore 
had a first-hand day-to-day familiarity 
with the record (the examiner and Pub- 
lic Counsel Dawson). 


Ocean Ship Agreement 


The Federal Maritime Board has an- 
nounced approval of a modification or 
agreement No. 5300 between the member 
lines of the Norway/North Atlantic Con- 
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ference. The amendment, agreement No, 
5300-3, modifies the basic agreement to 
cover the establishment and maintenance 
of through rates on cargo moving from 
Norwegian ports to inland points in the 
US. via north Atlantic ports during the 
navigation season on the Great Lakes, 
The original agreement covered the trade 
from Norwegian ports to north Atlantic 
ports of the US. 


Changes in Requirements 
For Approval of Transfer 
Of U.S.-Flag Ships Made 


Several amendments to the Mari- 
time Administration’s transfer policy 
of November 5, 1956, were an- 
nounced June 19 by Clarence G. 
Morse, maritime administrator. The 
policy established at that time set 
forth requirements for approval of 
transfers of U.S.-flag vessels to for- 
eign flag ownership and registry. 


“The principal change requires that 
non-citizen corporations and citizens of 
foreign countries to whom U.S. ships are 
to be transferred must appoint a resi- 
dent agent in the United States to re- 
ceive service of process or other notice 
in any action or proceeding instituted 
by the United States relating to any 
claim arising out of the transfer,” said 
Mr. Morse. “The agent, who must have 
a permanent residence in the United 
States, must be acceptable to the mari- 
time administrator and may not be 
changed without prior written approval 
of the administration. This requirement 
is expected more effectively to assure 
availability to the United States of ships 
transferred to foreign registries. 

“The requirement that vessels built in 
the United States for U.S. documenta- 
tion under trade out and build programs 
must be completed and documented 
under U.S. laws within 24 months of 
the date of the construction contract has 
been modified to provide that where the 
scheduled delivery date in the construc- 
tion contract is beyond 24 months, the 
completion date required by the Mari- 
time Administration shall be the sched- 
uled delivery date plus 60 days. Because 
of the backlog of construction orders in 
some shipyards, delivery dates on some 
vessels have been scheduled as far 
ahead as 1961. 


“A further modification requires that 
when a vessel is transferred to foreign 
flag, the president and a majority of 
the officers and directors of the owning 
corporation must be citizens of the 
United States. This is in addition to the 
present requirement that a majority of 
the stock of such corporations must be 
held by USS. citizens. 


“The Maritime Administration also has 
under consideration the granting of per- 
mission to trade out vessels in exchange 
for the extensive conversion or ‘jumbo- 
izing’ of tankers for exclusive use in the 
domestic coastwise, intercoastal, or non- 
contiguous trades.” 


Authority Sought to Build 
Oil-Dry Bulk Carrier Ship 


Grainfieet, Inc., of New York City, has 
applied to the Maritime Administration 
for authority to construct a combination 
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oil and dry bulk carrier ship, described 
by the company as “unique and novel 
in design and proposed to be the largest 
yessel which can transit the St. Lawrence 
Seaway,” it has been announced by 
Clarence G. Morse, Maritime Adminis- 
trator. 

The company, which seeks construction 
differential subsidy aid in the building 
of ‘ne vessel and federal mortgage insur- 
ance, said the ship would be employed 
primarily in carrying grain to the Near 
Eas' and Far East, returning with petro- 
leus) or petroleum products to Europe 
anc this country. 

“his vessel may probably be the proto- 
type of a new American-flag tramp fleet,” 
Granfleet said, adding that the grain 
anc oil would be carried in the same 
caro compartments. It would be de- 
igned, also, to accommodate bulk cargoes 

cre and coal, the company said. 
ording to the applicant, the ship 
i replace the war-built Liberty ships, 
3.8. “Grain Shipper” and the SS. 
vn Trader.” Approval in principle 
1e transfer of these vessels to foreign 

istry with effective American control 

s yeen given by the Maritime Adminis- 

von. 

e principal characteristics of the 
posed new ship, designed by J. J. 
y Co., Inc., naval architcts, follow: 
th, 709 feet; beam, 74 feet; speed, 
knots, and deadweight, 27,500 tons. 


COURT NEWS 


Lower Court Ruling in Ohio 
Coal Rate Case Is Affirmed 


The Supreme Court of the United 
States on June 18, by a per curiam de- 
cision, granted motions to affirm, and 
affirmed a federal district court judg- 
ment which upheld a Commission order 
which had required that Ohio intrastate 
rates on coal be increased in order to re- 
move unjust discrimination against in- 
terstate commerce and undue preference 
of an advantage to persons and locali- 
ties in intrastate commerce, and undue 
prejudice and disadvantage to persons 
and localities in interstate commerce. 


The Supreme Court’s decision was in 
No. 927, Cleveland Electric Illuminating 
Co. v. United States. It involved an ap- 
peal from a decision of the federal dis- 
trict court for the northern district of 
Ohio (T.W., May 11, p. 75). The intra- 
State rates had been reduced in the face 
of plans by a public utility to divert to 
trucks more than a million tons of coal 
a year. The Commission had said that, 
under the issues in reopened No. 25566, 
Intrastate Rates on Bituminous Coal 
Within Ohio, 298 I.C.C. 85, it did not 
agree that it could order a reduction in 
the interstate rates. The district court 
upheld that ruling. 


Damages Awarded to D. & H. 
Against Motorist, by Jury 


A Supreme Court jury in Cooperstown, 
Otsego County, N.Y., has awarded a 
verdict in the amount of $1,607.29 to the 
Delaware & Hudson Railroad Corpora- 


A 

tion for damages inflicted on its railroad 
crossing devices in a unique accident 
which occurred on August 22, 1955, at 
the Delaware Avenue crossing in Oneonta, 
N.Y., the D. & H. has reported. 

Evidence in the case showed, said the 
D. & H., that George E. West of Oneonta, 
N.Y., drove his automobile onto the rail- 
road right-of-way. It said it charged 
that he ignored the warning signals and 
by-passed the descending easterly gate. 

“When he reached the opposite side 
of the crossing,” the railroad said, “the 
westerly gate was down in front of him. 
Proof on behalf of the railroad was to 
the effect that an automobile operator 
cannot be trapped on a grade crossing 
in the manner in which Mr. West was 
if he stays on his right hand side of the 
road while negotiating a crossing as the 
gate permits an exit on that side. A 
southbound freight train struck the car, 
pushing it into the crossing gate struc- 
ture and inflicting the damage for which 
the railroad brought suit. Mr. West 
succeeded in getting out of the car before 
the collision but was injured in his at- 
tempt to get clear of the crossing. His 
counter-claim for $25,000 for property 
damage and personal injuries was dis- 
missed by the jury.” 


State Court's Injunction 
Against Picketing Meant 


To Coerce Employer Upheld 


The Supreme Court of the United 
States, in a 5-to-3 decision, has up- 
held the right of a state court to 
issue an injunction against picketing 
intended to coerce an employer into 
compelling certain of its employes 
to become members of certain un- 
ions. Justice Whittaker did not take 
part in the consideration of the 
case. 


The three dissenting justices asserted 
that the majority had signed a “formal 
surrender” to the states of the right to 
decide whether to permit or suppress a 
particular picket line for any reason 
other than a blanket policy against all 
picketing. 

The majority decision, by Justice 
Frankfurter, was handed down in No. 
79, International Brotherhood of Team- 
sters, Local 695, A.F.L., et al., v. Vogt, 
Inc., in which a writ of certiorari to the 
Supreme Court of Wisconsin was asked. 


Vogt, Inc., owned a gravel pit in 
Oconomowoc, Wis., employing 15 to 20 
men, and the unions sought unsuccess- 
fully to induce some of the men to join 
the unions. They picketed the en- 
trance to the business, said the court’s 
majority, and in consequence, drivers of 
several trucking companies refused to 
deliver and haul goods to and from 
respondent’s plant. The respondent 
sought and obtained an injunction, and 
issuance of the injunction was upheld by 
the Wisconsin Supreme Court, which 
said the picketing was for an unlawful 
purpose since a Wisconsin statute made 
it an unfair labor practice for an em- 
ploye individually or in concert with 
others to “coerce, intimidate or induce 
any employer to interfere with any of 
his employes in the enjoyment of their 
legal rights... .” 


The majority of the justices of the 
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U.S. Supreme Court reviewed a series 
of that court’s decisions dealing with 
the issuance of injunctions under state 
laws and said it was “not too sur- 
prising” that those decisions showed an 
“evolving, not a static” course of deci- 
sion, in which facts unforeseen or not 
sufficiently appreciated at the time of 
earlier decisions, brought “the decisive 
reconsideration” in Giboney v. Empire 
Storage & Ice Co., 33 U.S. 490. There 
the high court affirmed unanimously 
findings of state courts that an agree- 
ment forced from a wholesale dealer 
to refrain from selling to non-union 
peddlers would constitute a conspiracy 
in restraint of trade in violation of state 
antit-trust laws. 

The majority agreed with the finding 
of the Wisconsin Supreme Court that the 
picketing was for the purpose of coercing 
the employer. It affirmed that finding. 

The dissenting opinion was written by 
Justice Douglas, with whom the Chief 
Justice and Justice Black concurred. 
Justice Douglas said that the majority 
had signed “a formal surrender” to ° 
the states of the right to prohibit 
picketing in any given case, except that 
this could not be done under a “blanket 
policy” against all picketing. He said 
he would return to an earlier test used 
by the court, i.e., “that picketing can be 
regulated or prohibited only to the ex- 
tent that it forms an essential part of a 
course of conduct which the state can 
regulate or prohibit.” He added that he 
would “reverse the judgment below.” 





MOTOR ACT PROSECUTIONS 


Digests of statements issued by the 
Secretary of the Commission concerning 
rosecutions, in federal courts, for vio- 
ations of motor carrier provisions of the 
interstate commerce act or of Commission 
ra and regulations thereunder, appear 
below. 





Eastern district of South Carolina, 


Columbia division, at Columbia. On 
June 3, Huckabee Transport Corp. was 
fined $1,725 following entry of its plea 
of guilty to an information charging it 
with permitting and requiring drivers to 
drive and operate motor vehicles in 
excess of the maximum time limits per- 
mitted by the motor carrier safety regu- 
lations and with preparing for filing 
with the Commission false monthly re- 
ports of excessive hours of service by 
drivers. 


Southern district of California, central 
division, at Los Angeles. On May 28 
a consent judgment was entered against 
Southern California Freight Lines, of 
Los Angeles, a Class I common carrier 
of property, in the amount of $400 and 
$22.40 costs, as a forfeiture, in a civil 
action charging it with failing to file 
with the Commission its annual reports 
of revenues, expenses and statistics for 
the years ending December 31, 1954, and 
December 31, 1955, within the time pre- 
scribed by the Commission’s regulations. 


Southern district of California, central 
division, at Los Angeles. On May 28 a 
consent judgment was entered against 
Direct Delivery System, Ltd., of Los 
Angeles, a Class I common carrier of 
property, in the amount of $400 and 
$22.40 costs, as a forfeiture, in a civil 
action charging it with failing to file 
with the Commission its annual reports 
of revenues, expenses and statistics for 
the years ending December 31, 1954, and 
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December 31, 1955, within the time pre- 
scribed by the Commission’s regulations. 


Western district of Louisiana, Ope- 
lousas division, at Opelousas. On June 3 
a judgment was entered aganist Dave 
Sandlin and John D. Sandlin, co-part- 
ners, doing business as Oil Field Truck 
Line, a motor common carrier, in the 
sum of $540.40, including costs, as a 
forfeiture in a civil action charging them 
with failing to file with the Commission 
quarterly accounting and statistical re- 
ports within, the time prescribed by the 
Commission’s regulations. 

Western district of Texas, San An- 
tonio division. Milk House Cheese Cor- 
poration was fined $500 June 5 following 
its plea of guilty to an information 
charging it, a private carrier, with fail- 
ing to require drivers in its employ to 
make and keep daily logs. The fine was 
required to be paid in full. 


District of Colorado, at Denver. Nate’s 
Truck Line, Inc., of Denver, was fined 
$300 June 7 following its plea of guilty 
to an information charging it with en- 
gaging in transportation in interstate 
commerce for compensation, as a con- 
tract carrier, without a permit author- 
izing the described operations. The fine 
was required to be paid. 


Northern Ohio district, eastern divi- 
sion, at Cleveland. A fine of $1,500 was 
imposed June 7 on Detroit-Pittsburgh 
Motor Freight, Inc., following its plea 
of guilty to an information charging it 
with failing to require drivers to prepare 
daily logs in the form prescribed; with 
failing to require drivers to submit ve- 
hicle condition reports, and with failing 
to keep systematic inspection and main- 
tenance records for each vehicle oper- 
ated. The fine was required to be paid. 

Eastern Pennsylvania district, at Phila- 
delphia. Joseph G. Leno, doing business 
as Kent Transport Co., of Philadelphia, 
was fined $575 June 10 following his plea 
of nolo contendere to an information 
charging him with operating as a con- 
tract carrier in interstate commerce 
without a permit authorizing the de- 
scribed operations. The fine was required 
to be paid. 


Eastern Pennsylvania district, at Phila- 
delphia. Theodore Mondi, of Philadel- 
phia, was fined $675 June 10 following 
his plea of guilty to an information 
charging him with operating as a con- 
tract carrier in interstate commerce 
without a permit authorizing the de- 
scribed operations. The fine was re- 
quired to be paid. 


District of Maryland, at Baltimore. On 
May 31, Layton & Co., Inc., a private 
carrier of property by motor vehicle in 
interstate commerce, was fined $750 fol- 
lowing entry of its plea of guilty to an 
information charging it with requiring 
and permitting drivers under 21 to oper- 
ate truck-tractors; with failing to re- 
quire drivers to make and keep daily logs 
in the manner and form prescribed; with 
failing to require drivers to keep in 
their possession, while driving, a medical 
certificate or copy thereof; with failing 
to equip motor vehicles with operative 
air brake warning devices, speedometers 
and tail lights and properly filled fire 
extinguishers, red flags and red reflectors, 
and with operating a truck-tractor with 
bare and loose wiring, air hose not 
seoured against chafing and loose fifth 
wheel connection between tractor and 


trailer, all in violation of the Commis- 
sion’s motor’ carrier safety regulations. 
The fine was required to be paid. 


LOSS AND DAMAGE DECISIONS 


Traffic Cases Recently Decided by State and 
Federal Courts 


Digests taken from Reporters and Digests of 
National Reporter System, published by West 
Publishing Company, St. Paul, Minn. Copy- 


right, 1947, by West Publishing Company. 





Loss of or Injury to Goods 


Court of Civil Appeals of Texas, San 
Antonio 


Action by shipper against carrier for 
loss of tomatoes. The 107th district 
court, Cameron County, Hawthorne 
Phillips, J., entered judgment for shipper 
and carrier appealed. The Court of Civil 
Appeals, Pope, J., held that question 
whether loss of tomatoes was due to 
inherent vice due to growing conditions 
was for jury. 

Judgment reversed and rendered in 
favor of carrier. 

Although bill of lading which receipts 
for produce in apparent good order is 
prima facie proof of condition at origin, 
bill of lading is not conclusive, and 
carrier is not forbidden its defense of 
inherent vice, and may prove, but has 
burden to prove inherent vice. 

In action by shipper against carrier 
for loss of tomatoes, question of whether 
damage was caused by inherent vice due 
to growing conditions was for jury. 

In action by shipper against carrier 
for loss of tomatoes, although court 
erred in disregarding jury’s finding that 
shipper’s tomatoes were not in good con- 
dition of origin and that the soft 
condition of tomatoes resulted solely 
from nature of shipment, finding that 
inherent vice was sole cause of damage 
to shipper’s tomatoes was also against 
overwhelming preponderance of evidence. 

In action by shipper for loss of 
tomatoes against carrier, question 
whether shipper had delivered tomatoes 
to carrier in good condition was for 
jury. (Missouri Pacific Railroad Co. v. 
Trautmann Brothers, 301 S. W. 2d 240). 


Court of Civil Appeals of Texas, San 
Antonio 


Action by consignee against railroad 
for damages to produce shipped. The 
37th district court, Bexar County, 
Walter Loughridge, J., entered judgment 
adverse to consignee on counts One and 
two and in favor of consignee on count 
three, and both parties appealed. The 
Court of Civil Appeals, Pope, J., held 
that evidence sustained jury’s finding 
that the lettuce had been delivered to 
railroad in good condition and that value 
of lettuce at destination on delivery 
date, if delivered in good and marketable 
condition, would have been amount con- 
signee received for the lettuce. 

Judgment affirmed. 

In action by consignee against rail- 
road for damages to produce shipped, 
jury was not bound by testimony of 
consignee’s witness that value of the 
produce was $8.50 per crate if there was 
evidence upon which jury could make 
other inferences. 

In action by consignee. against rail- 
road for damage to lettuce shipped, evi- 
dence sustained jury’s finding that the 
lettuce had been delivered to railroad 
in good condition and that value of 
lettuce at destination on delivery date, 
if delivered in good and marketable con- 
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dition, would have been amount 
signee received for the lettuce. 

Shipper has privilege of limiting 
inspection of goods shipped at point of 
delivery of goods to carrier. 

By issuing bill of lading, carrier ac- 
knowledges receipt of goods shipped in 
good condition but not that the goods 
will receive at destination as high a price 
as goods of a higher quality. 

In action by consignee against railroad 
for damages to produce shipped, exclu- 
sion of consignee’s asserted expert ‘es- 
timony concerning delay in transporta- 
tion, with resulting decline in market 
price for the produce, did not <on- 
stitute an abuse of trial court’s discre- 
tion, in absence of proof that wit iess 
knew the railroad schedule. 

In action against railroad by consi: nee 
for damage to produce shipped, jury was 
free to consider without limitation, all 
evidence and exhibits before it, including 
bill of lading, and, therefore, fact ‘hat 
two jurors made representations to other 
jurors that law required a carrier to zive 
consignee notice of arrival and place- 
ment of the car, did not constitute a mis- 
conduct, in view of fact that the jurors 
were Only discussing the written provi- 
sions in the bill of lading. (S. & D. Wolf 
Co. v. Atchison, Topeka & Santa Fe Ry, 
Co., 301 S.W.2d 272). 


con- 


MISCELLANEOUS DECISIONS 
Regulation of Common Carriers 


Cases Recently Decided by 

State and Federal Courts 
Digests taken from Reporters and Digests of 
National Reporter Systems published by West 


Publishing Company, St. Paul, Minn. Copy- 
right, 1947, by West Publishing Company. 


Supreme Court of Kansas 


Action by shipper against carrier for 
damages caused in crating, storing, and 
transporting of an interstate shipment 
of household goods and furniture, con- 
trary to duty of an ordinary bailee, and 
for unreasonable delay in delivering the 
shipment. The Greenwood district court, 
division No. 1, George S. Reyndlds, J, 
entered judgment on verdict for shipper, 
and carrier appealed. The Supreme Court, 
Schroeder, J., held that evidence, which 
revealed that carrier knew there could 
be delay in shipment until fully loaded 
van was secured but that carrier failed 
to explain the circumstances to shipper, 
was sufficient to sustain judgment for 
shipper. 


Judgment affirmed. 


In absence of proof to the contrary, 
liability of common carrier engaged in 
interstate commerce for loss sustained 
in transporting property is presumed to 
be its liability under the common law. 


Common carrier, which is engaged in 
interstate commerce, and which asserts 
liability for loss less than that im- 
posed by the common law, has burden of 
proof in establishing a contract for 
such limitation of liability in compliance 
with federal statute pertaining to limita- 
tion of liability. Interstate Commerce 
Act, Sec. 21(11), 49 U.S.C.A. Sec. 21(11). 


Where carrier had complete possession 
of household goods and furniture for 
period prior to time at which other 
carrier received the goods for shipment, 
damage in crating, storing, and trans- 
porting to storage could not have been 
caused by other carrier, and, therefore, 
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the two carriers could not have acted 
jointly, and settlement in full with other 
carrier for any loss or damage claimed 
against other carrier would not operate 
as release against first carrier. 

In action against carrier for damages 
ca\'sed in crating, storing, and transport- 
inc an interstate shipment of household 
goods and furniture and for unreason- 
ab). delay in making and delivery of the 
shi ment, exclusion of evidence, on part 
of arrier, of alleged custom of carriers 
to nold a partial load until additional 
freizht could be added in regard to ship- 
mets over long distances in interstate 
cor:merce was proper, in view of fact 
th plaintiff had pleaded a_ specific 
coniract and that defendant had not 
att upted to show plaintiff’s knowledge 
of ‘ne custom and did not make refer- 
enc to the custom in its answer, but 
mer:ly filed a general denial. 

Tt. action by shipper against carrier 
for damages caused in crating, storing, 
anc transporting an interstate shipment 
of .ousehold goods and furniture and 
by -nreasonable delay in making delivery 
of {ae shipment, oral and written state- 
me!.'s of Air Force transportation officer, 
wit), which carrier contracted to handle 
the storage and shipment of the goods 
anc furniture, was inadmissible as hear- 
say and properly excluded in view of fact 
thai carrier admitted that officer was 
not shipper’s agent. 

Where, in action against carrier for 
damages caused in crating, storing, and 
transporting of interstate shipment of 
household goods and furniture and for 
unreasonable delay in making delivery 
of the shipment, government regulations 
pertaining to shipment were not pleaded 
by carrier or introduced into evidence 
by carrier, testimony concerning obliga- 
tion of carrier under such regulations 
was properly excluded. G.S. 1949, 60-2878. 

In action by army officer against car- 
rier for damages caused in crating, stor- 
ing, and transporting of an interstate 
shipment of officer’s household goods 
and furniture and for unreasonable delay 
in making delivery of the shipment, Air 
Force transportation officer’s interpre- 
tation of carrier’s obligations under 
departmental regulations of the govern- 
ment were not the best evidence and 
were merely conclusions of the witness 
and, therefore, were properly excluded. 

Even if Air Ferce transportation officer 
Was agent of Air Force officer-shipper 
who brought action against carrier for 
damages caused in crating, storing, and 
transporting an interstate shipment of 
goods and furniture and for unreasonable 
delay in making delivery, evidence of 
transportation officer’s conclusions as to 
carrier’s obligations under contract not 
within his knowledge were properly ex- 
cluded. 


In action against carrier for damages 
caused in crating, storing, and trans- 
porting an interstate shipment of house- 
hold goods and furniture and for unrea- 
sonable delay in making delivery of the 
shipment, exclusion of evidence concern- 
ing a letter, which was. written by Air 
Force transportation officer to officer- 
Shipper, and which recited that the delay 
in forwarding was considered unreason- 
able, was not reversible error, in view 
of fact that it could not have materially 
aided carrier and, if anything, was 
beneficial to shipper. 

In action by shipper against carrier 
for damages caused in crating, storing, 
and transporting of household goods and 
furniture, contrary to duty of an ordinary 
bailee, and for unreasonable delay in de- 


> 
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livering the shipment, evidence, which 
revealed that carrier knew there could 
be delay in shipment until fully loaded 
van was secured but that carrier failed 
to explain the circumstances to shipper, 
was sufficient to sustain judgment for 
shipper. (Jukes v. North American Van 
Lines, 309 P. 2d 692.) 


Court of Appeals of Kentucky 


Proceeding for reparation for alleged 
excessive freight charges on fine coal. 
From a judgment of the Franklin Cir- 
cuit Court, Franklin County, Allen 
Prewitt, special judge, upon an order of 
the Railroad Commission awarding rep- 
aration the carriers appealed. The Court 
of Appeals, Montgomery, J., held that 
substantial evidence supported the find- 
ings of the Commission that the rates 
charged on fine coal were excessive and 
in awarding reparation. 

Judgment affirmed. 

The Railroad Commission is an ad- 
ministrative body acting in a legislative 
capacity under constitutional authoriza- 
tion. Const. Sec. 209. 

The review of action of a railroad 
commission is limited to determining 
whether there is substantial evidence to 
support its findings and conclusions. CR 
52.01; Const. Sec. 209. 


In proceeding for reparation for al- 
leged excessive freight charges on fine 
coal, Railroad Commission properly con- 
siders such part of its decisions or de- 
cisions of the Interstate Commerce 
Commission when they are introduced in 
evidence and properly identified so that 
the parties to the proceeding may know 
with what evidence they are confronted 
in order that they may rebut such evi- 
dence. 


In proceeding for reparation for al- 
leged excessive freight charges on fine 
coal, Railroad Commission properly con- 
sidered two of its previous decisions and 
Interstate Commerce Commission deci- 
sion though the records of those pro- 
ceedings were not introduced in evidence 
where excerpts on the rulings were intro- 
duced as exhibits and each was definitely 
identified and testified about by the wit- 
nesses. 


In proceeding for reparation for alleged 
excessive freight charges on fine coal, 
that Commission in its original report 
and order quoted from a report of the 
Railroad Commission was not improper 
on the ground that evidence was con- 
sidered which was not introduced at the 
hearing and that the objectants had not 
had an opportunity to refute it, where 
the quotation was used as a precedent or 
reference rather than as evidence and 
was not used to prove or disprove any 
fact in issue. 


In proceeding for reparation for alleged 
excessive freight charges on fine coal, 
competitive rates were properly con- 
sidered in determining a just and rea- 
sonable rate where no contention was 
made that such rates were not com- 
pensatory or were confiscatory. KRS 
276.370. 


In proceeding for reparation for alleged 
excessive freight rates on fine coal, evi- 
dence of comparative rates was not con- 
trolling but should be examined with all 
other evidence and accorded its proper 
weight. KRS 276.370. 

In proceeding for reparation for alleged 
excessive freight charges on fine coal, 
evidence established the basis for allow- 
ing fine coal a lower rate than other 
coal. KRS 276.370. 


A determination of freight rates is 
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peculiarly a field for administrative law. 

Where the statute gives prima facie 
effect to the findings of the Railroad 
Commission in rate proceeding and those 
findings are upheld by the Circuit Court 
they should not be interfered with unless 
the record establishes that a clear and 
unmistakable error has been committed. 
KRS 276.370. 

In proceeding for reparation for alleged 
excessive freight rates on fine coal, sub- 
stantial evidence supported the findings 
of the Railroad Commission that the 
freight rates charged by railroad carriers 
on fine coal were unjust and unreason- 
able. KRS 276.370. (Louisville & Nash- 
ville R. Co. v. Commonwealth, Ky. 300 
S.W.2d 1777). 


Supreme Court of North Dakota 


Proceeding for writ of mandamus or- 
dering Public Service Commisison to de- 
cide cases involving application by rail- 
road for certificates of convenience 
and necessity authorizing passenger and 
freight transportation by bus. The dis- 
trict court, Burleigh County, Cc. L. 
Foster, J., issued writ, and commission 
appealed. The Supreme Court, Sathre, 
J., held that where railway subsidiary 
applied for certificates, and railway ap- 
plied for permission to change train 
service, all applications should have 
been considered together and commis- 
sion was not justified in refusing to de- 
cide application of subsidiary until after 
appeal from commission’s decision deny- 
ing application of railway had been de- 
cided. 

Affirmed. 


Where railroad’s subsidiary applied to 
Public Service Commission for certifi- 
cates of convenience and necessity, au- 
thorizing passenger and freight trans- 
portation by bus, and railway applied for 
permission to change train service, all 
applications should have been considered 
together and under circumstances com- 
mission was not justified in refusing to 
decide application of subsidiary until 
after appeal from commission’s decision 
denying application of railway had been 
decided. NDRC 1943, 28-3213. 


A public service commission has dis- 
cretion in matter of making decision in 
cases coming before it for consideration 
and courts will not interfere unless 
there is clear abuse of discretion, but 
the fact that commission has such dis- 
cretion does not empower it to delay de- 
clsions for unnecessary length of time 
without showing good and valid reason 
for such delay. NDRC 1943, 28-3213. 


Where a public administrative agency 
is vested with quasi judicial powers and 
discretion to determine questions of fact, 
such agency cannot be compelled by 
mandamus to decide in a particular way, 
but may be compelled to take action and 
to make some determination. NDRC 
1943, 28-3213. 


Where Public Service Commission had 
not acted upon application of railroad 
subsidiary for certificates of convenience 
and necessity, authorizing passenger and 
freight transportation by bus, although 
more than year had elapsed since issues 
had been finally submitted, and there 
was no legal ground for withholding de- 
cision, delay was unreasonable and dis- 
trict court properly issued peremptory 
writ of mandamus compelling commis- 
sion to make some determination. NDRC 
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1943, 28-3213. (State v. Public Service 
Commission, 82 N.W.2d 597). 


Court of Civil Appeals of Texas, Amarillo 


Suit for charges for transporting auto- 
mobiles. The County Court at Law, Pot- 
ter County, Mary Lou Robinson, J., 
rendered judgment for trucker, and owner 
appealed. The Court of Civil Appeals, 
Northcutt, J., held that trucker, who 
testified that he had agreed to transport 
automobiles from Texas to California but 
that he did not have permit to go into 
California, that he did not know whether 
owner knew that he did not have permit, 
and that he contacted his drivers and 
told them to drop off automobiles in 
Arizona before notifying owner, was 
bound by his statements, and was not 
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entitled to recover any charges for 


transporting altomobiles from Texas to 
Arizona. 


Judgment of trial court reversed and 
rendered for owner. 


Trucker, who testified that he had 
agreed to transport altomobiles from 
Texas to California but that he did not 
have permit to go into California, that 
he did not know whether owner knew 
that he did not have permit, and that 
he contacted drivers and told them to 
drop off automobiles in Arizona, before 
notifying owner, was bound by his state- 
ments and was not entitled to recover 
any charges for transporting automobiles 
from Texas to Arizona. (Sorelle v. 
Werker, 301 S.W.2d 284). 


TRANSPORTATION 
LEGISLATION 





Guarantee of Equipment 
Purchase Loans for Local 
Air Carriers Advocated 


James R. Durfee, chairman of the 
Civil Aeronautics Board, appeared 
June 17 before the aviation subcom- 
mittee of the Senate committee on 
interstate and foreign commerce in 
support of S. 2229, a bill sponsored 
by the board and introduced by 
Senator Monroney, of Oklahoma, 
chairman of the subcommittee, 
which would permit the government 
to guarantee payment of 90 per cent 
of loans made to domestic local air 
carriers, and those operating in 
Hawaii and Alaska, for the purchase 
of new equipment (T.W., June 8, 
p. 88). 


Mr. Durfee said that the Bureau of 
the Budget and the Treasury Depart- 
ment recommended against enactment of 
the bill. 

The C.A.B. chairman told the subcom- 
mittee that the operations of the local 
service carriers and those in Alaska were 
costing the government about $30 mil- 
lion a year in subsidies and that, with 
continued use of the DC-3 aircraft, sub- 
sidies would continue because that aero- 
plane was high in cost for the short- 
haul operations for which the local car- 
riers were certificated. 


He said that three airplane manufac- 
turers had announced plans for the 
production of new planes suited to the 
needs of the local air carriers. 


However, said Mr. Durfee, cost of the 
new equipment would range from $600,- 
000 to $1,250,000 “per aircraft,” and that 
the financial position of the local serv- 
ice carriers was not strong. He said 
the 13 domestic carriers had gross in- 
vestments in equipment and spare parts 
of about $26 million, and that their re- 
ported depreciation expenses for that 
equipment amounted to “about $2 mil- 


lion for the 12 months ended September 
30, 1956.” 


Additional Capital Needed 


“Purchase of new specialized transport 
aircraft which are expected to be in 
production in the foreseeable future will 
require the raising of additional capital 
in amounts in excess of the ability of 
the typical local carrier to finance on 
reasonable terms,” Mr. Durfee declared. 

The bill which Mr. Durfee supported 
would permit the government to guaran- 
tee payment of 90 per cent of a loan to 
a local carrier, with the loan limited 
to 90 per cent of the purchase price of 
the equipment, and the total loans guar- 
anteed for any one carrier would be 
limited to $5 million. No guarantee could 
be made unless the board found that, 
without it, the carrier would be unable 
to obtain funds to buy aircraft on rea- 
sonable terms. 

Others who appeared in support of 
the bill were: Keith Kahle, president, 
Central Airlines, Inc.; G. Robert Henry, 
executive vice-president, Bonanza Air 
Lines, Inc.; H. W. Robinson, chairman 
of the board, Alaska Airlines, Inc.; David 
A. Benz, executive vice-president, Trans- 
Pacific Airlines, Ltd., and Joseph P. 
Adams, general counsel for the Associa- 
tion of Local and Territorial Airlines. 


Others scheduled to appear before the 
subcommittee are C. A. Myhre, president 
of Frontier Airlines; Gwin Hicks, presi- 
dent of Lake Central Airlines; G. Hamil- 
ton Beasley, executive vice-president and 
treasurer of West Coast Airlines; Joseph 
C. Mackey, president of Mackey Airlines; 
George D. Riley, legislative representa- 
tive of the A.F.L.-C.I.0.: John A. Burns, 
delegate to the House from Hawaii, and 
S. G. Tipton, president of the Air Trans- 
port Association of America. 


Alaska Shipping Measure 


A bill (S. 886) to provide for continued 
transportation service by Canadian ves- 
sels between southeastern Alaskan ports 
and the United States has been favor- 
ably reported by the House merchant 
marine and fisheries committee. 

The bill, which would continue a cur- 
rent waiver of the prohibition against 
such transportation by other than Amer- 








ican vessels, was needed since “there is 
presently no scheduled passenger sery- 
ice in the area and scheduled passenger 
or freight service to Hyder (Alaska) and 
the committee has no information con- 
cerning any prospective American-‘lag 
service to any of these points,” the com- 
mittee’s report on the bill said. 


Study by Congress of Costs 
In Railroad v. Air Transport 
Of First-Class Mail Proposed 


Representative Lesinski, of Michi- 
gan, told the House on June 14 that 
he felt Congress should study 
whether first-class mail “would be 


more efficiently transported” by 
railroad or by air. 


In remarks placed in the appendix of 
the Congressional Record of that date, 
Mr. Lesinski said it appeared to him 
that railroad hauling of such mail was 
“more practical, less expensive and more 
regular” while flying three-cent mail 
“has a higher operating cost and en- 
counters schedule difficulties.” 

He declared that “for many years I 
have questioned the practicality of using 
aircraft for the transportation of first 
class mail.” 


The Post Office Department has in- 
augurated such service as an “experi- 
ment,” flying first-class mail on a space- 
available basis between major points on 
the east and west coasts. 

Mr. Lesinski added: 


“T have felt that the benefits derived 
from the delivery of first-class mail by 
air were over-emphasized and that in 
reality it contributed to much delay and 
improper handling.” 

“I personally believe that Congress 
should consider this whole problem area.” 

Along with his own remarks, Repre- 
sentative Lesinski included a letter to 
himself from Paul A. Nagle, president 


of the National Postal Transport Associa- 
tion. 


Mr. Nagle said in the letter that a 
study carried out by his group “indicated 
that in most instances, distribution in 
transit in railway-post-office cars is the 
most economical and efficient mode of 
distributing and transporting mail.” 

He criticized some cost-ascertainment 
methods used by the Post Office Depart- 
ment, saying they neglected some fac- 
tors which should be included. 


Truck Registration Plan 
Opposed by South Carolina 


The legislature of South Carolina has 
adopted and sent to Congress a res0o- 
lution urging rejection of the Commis- 
sion’s plan to register all motor carriers 
subject to its safety regulations. 


The proposal, an I.C.C. legislative 
recommendation embodied in S. 1490 and 
H.R. 5664, “would work an undue and 
unreasonable hardship upon farmers and 
small truckers,” the state legislature said 
in its resolution which was presented 
to Congress on June 17 by Vice President 
Nixon and House Speaker Sam Rayburn. 

Both bills have received a hearing, 
but consideration of the Senate version, 
which was approved by a subcommittee, 
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June 22, 1957 


ha: been indefinitely postponed by the 
Senate interstate and foreign commerce 
committee. 


Seaway Development Group 
‘Running Close on Funds,’ 


Senate Committee Told 


ewis G. Castle, administrator of 
th St. Lawrence Seaway Develop- 
m: it Corp., urged the Senate foreign 
re) itions committee on June 19 to 
ap rove a bill (S. 1174) to authorize 
an increase in the corporation’s bor- 
ro’ ing authority. 


"4e bill would raise the corporation’s 
bo. owing authority from the present 
lim t of $105 million to $140 million, 
wo ld permit the agency to defer in- 
ter st on the borrowings from the US. 
Tr: asury until the seaway project was 
co) pleted and would expand the cor- 
po ition’s powers to include some 
spc ific, new administrative functions. 

¢ similar bill (H.R. 5728) has been 
fay rably reported by the House public 
wo:ks committee, which voted to add 
a vroviso specifying that any further 
cos’ increase involving more than a mil- 
lio:: dollars would have to be justified 
in advance with congressional commit- 
tee. (T.W., May 11, p. 20). 

“We are running close on funds,” Mr. 
Castle told the Senate committee, add- 
ing 

“As of May 31, 1957, commitments of 
$100,974,226 had been made, obligations 
of $93,698,552 had been incurred, and ex- 
penditures of $50,965,554 had been made. 
As of May 31 the project was approxi- 
mately 40 per cent complete in terms of 
work performed. 


“The Lake Erie to Montreal seaway, 
with a channel depth of 27 feet, is sched- 
uled for service beginning in April, 1959. 
Our own Long Sault Canal and its two 
locks near Massena, N.Y., will go into 
initial service in July, 1958. That is the 
target date the power entities have set 
to create the new reservoir which will 
flood out existing Canadian 14-foot canal 
facilities in this area. 

“Time is a pressing element and there- 
fore we request that these amendments 
be approved at an early date so as to 
permit us to award the balance of our 
contracts and thus keep this joint inter- 
national project on schedule with the re- 
lated power and navigation entities in- 
volved in this project.” 

He blamed the increased costs of the 
project on higher construction bids. 

“At the beginning of our construc- 
tion program,” he said, “we experienced 
favorable bids which were most encourag- 
ing from a cost point of view.” 


He added, however, that later “higher 
bids exceeding government estimates 
wiped out earlier savings.” 

“Furthermore,” he said, “unexpected 
items necessary to complete our navi- 
gation facilities came to light after the 
passage of the seaway act. Our Cana- 
dian counterpart is also experiencing 
major increases over the original 1952 
estimate of $175 million. 


‘However, I would like to assure you 
that we are confident that this increase 
will not prevent the corporation from 
paying out all its obligations through the 
collection of shipping tolls as provided 
for in Public Law 358. We are also con- 


A 
fident that on the basis of the data 
which are being developed as a result 
of our studies and investigations, it will 
be possible to establish a toll structure 
of reasonable rates which will be eco- 
nomical and will encourage traffic.” 

Mr. Castle put the cost of the seaway 
now at $133 million which he compared 
to a “pre-authorization estimate of 
$66,815,000 based on December, 1952, cost 
levels submitted to the Congress before 
this corporation was created.” 

He noted that both estimates were 
“exclusive of Point Rockway canal and 
lock,” estimated to cost $21,259,000. This 
feature of the project had been deferred, 
he said. 

He said the corporation had managed 
to stay within its present borrowing 
authority “by rescheduling our work 
program and by deferring the award of 
some of our contracts until after July 
1, 1957.” 


In other testimony, N. R. Danielian, 
president of the Great Lakes-St. Law- 
rence Association and chairman of the 
Users Committee on St. Lawrence Seaway 
Tolls, repeated earlier expressed fears 
that the increased cost of the project 
might force tolls to an uneconomic level. 


Congress Finally Approves 


Overtime Quarantine Plan 


The House voted on June 18 to accept 
a Senate-passed provision that would set 
up 24-hour quarantine inspection at 
American ports by having the overtime 
involved financed by the owners of the 
vessels inspected. 


The House previously turned down the 
plan which the Senate wrote into HR. 
7221, the third supplemental appropria- 
tion bill, and conferees who worked to 
resolve differences in the two versions of 
the bill reported the quarantine provision 
was one of several matters they were 
unable to settle (T.W., June 1, p. 79). 

When the conference version of the 
bill came up in the House on June 18, 
however, the House voted to recede from 
its disagreement on this question and 
accept the Senate plan. The Senate later 
that day accepted that and other House 


decisions and sent the bill to the White 
House. 


Airlines’ Plan for M.A.T.S. 
Given to Senate Committee 


The Senate appropriations committee 
received on June 19 a three-point pro- 
gram offered by the Air Transport As- 
sociation of America to “insure the coun- 
try of increased airlift capabilities at a 
reduction in cost to taxpayers and re- 
lease skilled military personnel for com- 
bat commands.” 


The plan was outlined in the testimony 
of Stuart G. Tipton, president of the as- 
sociation which represents the nation’s 
scheduled airlines. He told the com- 
mittee, which was considering appropria- 
tions for the Defense Department, that 
if the commercial airlines and the Mili- 
tary Air Transport Service worked “more 
closely together” the nation’s airlift ca- 
pacity could be increased “without bur- 
dening the taxpayer.” 

To achieve these objectives, he out- 


lined these three proposals for the com- 
mittee: 


“(1) That amounts contained in the 
budget estimates of the services for com- 





75 


| LEGISLATION 


mercial augmentation of M.A.T.S. be ear- 
marked and used for the purposes. in- 
tended. 

“(2) That money already in the fiscal 
1958 budget be reprogrammed so as to 
plan now to move at least 40 per cent of 
M.A.T.S. passenger traffic and 20 per 
cent of its cargo traffic by civil air car- 
riers. 

“(3) That the Department of Defense 
be directed to present a ‘four-year pro- 
jection’ of its airlift plans, and that 
these plans be submitted to the com- 
mittee at least six months prior to hear- 
ings on budget appropriations.” 

Only if there was a projected pro- 
gram which spelled out airlift require- 
ments and plans over a period of years, 
Mr. Tipton said, could this whole prob- 
lem be brought into its proper per- 
spective. 

Mr. Tipton said that most of M.A.TS. 
flights could be performed by the civil 
airlines. 

“They are not,” he said, “because the 
Air Force says it needs to make these 
flights for training purposes and it 
would be wasteful not \to use the airlift 
thus generated.” 

With regard to costs of civil air trans- 
portation in comparison with M.A.T:S. 
costs, Mr. Tipton cited what he said 
were Department of Army figures show- 
ing that an individual could be moved 
by civil contract air carrier from the 
east coast to Europe for $130 while the 
same individual could be moved on 
M.A.TS. cost tariff rates at $137. 


House Group Would Make 


S.B.A. a Permanent Agency 


A bill (H.R. 7963) to make the Small 
Business Administration a permanent 
agency with expanded powers has been 
approved by the House committee on 
banking and currency. The bill would 
authorize an appropriation of $650 mil- 
lion with which S.B.A. would set up a 
revolving fund to finance its activities. 

In a report on the bill, the com- 
mittee said, among other things, that 
the legislation would require S.B.A. to 
make a new definition of eligibility for 
its loans. 


Some motor carrier companies have 
benefited from the S.B.A. loan program. 
The committee report said that S.B.A., 
under the new bill, would make economic 
studies on small business from four 
aspects and in each would “distinguish 
and give separate consideration to the 
problems of small business concerns en- 
gaged in the manufacturing or distribu- 
tive or service trades.” 


Guill Confirmed by Senate 


The Senate on June 13 confirmed 
President Eisenhower’s nomination of 
Ben H. Guill for a new four-year term 
on the Federal Maritime Board. 


Administrative Court Proposed 


Senator Smith, of New Jersey, has in- 
troduced a bill (S. 2292) to create a new 
administrative court which would have 
jurisdiction, among other things, to de- 
cide alleged violations of the Clayton 
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anti-trust act by common carriers sub- 
ject to Commission regulation. 

The bill would direct the I.C.C. to file 
petitions containing anti-trust charges 
with the court which then would decide 
the cases. 


Senate Hearing Scheduled 
To Begin June 25 on Six 


Transportation Measures 


Six bills relating to financial and 
administrative matters involving the 
Commission, four of which are de- 
signed to implement legislative rec- 
ommendations of that agency, have 
been scheduled for hearing, begin- 
ning June 25, before the surface 
transportation subcommittee of the 
Senate interstate and foreign com- 
merce committee. 

In announcing the hearing, Senator 
Smathers, of Florida, chairman of the 
subcommittee, asked that witnesses who 
desired to testify to file their statements 
with the subcommittee not later than 
June 24. 

These are the bills to be heard, with 
I.C.C. legislative recommendaiton num- 
ber, where applicable, in parentheses: 

S. 940 (7), to amend section 20(b) of 
the interstate commerce act in regard 
to I.C.C. authority in voluntary reorgani- 
zations of railroad corporations. 

S. 938 (14), to amend section 214 of 
the interstate commerce act to prevent 
evasion by motor carriers of regulation 
of security issuance by I.C.C. through use 
of arbitrary par value of securities. 

S. 375, to add to Part II of the inter- 
state commerce act a new section 213 
to make enforceable mortgages, condi- 
tional sales contracts, and such in all 
states when registered in state where 
purchaser resides. 


S. 2031, to amend Part II of the inter- 
state commerce act to provide for filing 
equipment trust agreements and such 
documents with I.C.C. 


S. 1385 (20), to amend section 11 of 
the Clayton anti-trust act to extend 
I.C.C. jurisdiction over common carriers 
to include contract carriers in regard to 
acquisition of stock interest in compet- 
itors and dealings with affiliates. 


S. 1721 (22), to amend chapter 157, 
Title 28 of the U.S. Code, to make the 
I.C.C. defendant in suits to set aside 
I.C.C. orders and to allow the United 
States, through the Attorney General, 
to intervene. 

The Commission outlined the purposes 
of its bills in its annual report (T.W., 
Feb. 2, p. 21). 


Alaska Shipping Regulation 
Gets Study by Senate Group 


A Senate subcommittee on June 13 
ordered its staff to study and report on 
whether the Commission or the Federal 
Maritime Board should regulate shipping 
to and from Alaska and Hawaii in the 
event the territories become states. 

The action was taken at an executive 
session of the territories subcommittee 


of the Senate interior and insular affairs 
committee. 

The study as it relates to Alaska is 
to be completed in the week starting 
June 17, when the subcommittee is 
scheduled to act on a bill (S. 49) to 
grant statehood to Alaska. The bill 
contains a section which would retain 
Maritime Board jurisdiction of the 
F.M.B. over States-Alaska shipping. 

A similar provision was deleted from 
the House version of the bill (H.R. 50) 
when the House interior and insular 
affairs committee voted on May 28 to 
report its Alaska bill favorably. This 
had the effect of granting the I.C.C. 
jurisdiction over States-Alaska shipping 
if the territory became a state since 
existing law gives that power to the Com- 
mission regardless of whether interstate 
shipping to or from a US. state crossed 
international waters (T.W., June 1, 
pm. FT). 

In a report ordered last year by the 
Senate interstate and foreign commerce 
committee, the I.C.C. proposed, among 
other things, that it be granted the 
authority to regulate States-Alaska ship- 
ing now, even if the territory did not 
become a state. This was one part of 
the Commission’s over-all plan for trans- 
portation regulation in Alaska (T.W,. 
Feb. 2, p. 88). 


C.A.B. Bill Would Expedite 


Decisions, Senate Unit Says 


The Senate interstate and foreign com- 
merce committee, in favorably reporting 
a bill (S. 1718) to change the present 
tenure-in-office system for members of 
the Civil Aeronautics Board, said the 
measure should aid in ending delays in 
important aeronautical decisions. 


The terms of C.A.B. members now ter- 
minate at midnight of the December 31 
of the year in which the term in ques- 
tion ends. The bill would provide that 
such terms would end on March 31 and 
that the retiring members would con- 
tinue to serve until a successor was se- 
lected and qualified. 


In its report on the bill, the Senate 
committee said: 


“All the appointments for agencies such 
as the Federal Trade Commission, Fed- 
eral Power Commission, Federal Commu- 
nications Commission, Federal Maritime 
Board, Interstate Commerce Commission, 
and Civil Aeronautics Board come to this 
committee. One of the things that has 
been of some concern to your commit- 
tee has been the situation created where 
a board or Commission is at less than full 
strength during the period between the 
time a member’s term expires and the 
time his successor is confirmed and takes 
his oath of office. This can, and has on 
occasion, made it impossible, particularly 
on a five-member board, to reach a de- 
cision. It has worked delays in important 
pending actions. This has proven not only 
to be a handicap to the agency but may 
deprive the public from the benefits of 
the services which the agency by law is 
required to give. 

“One of the most consistent com- 
plaints received by your committee has 
been the delays experienced in process- 
ing cases in the administrative agencies. 
The provisions herein reported should, 
to a certain degree, eliminate that. type 
of delay that is created whenever a 
vacancy occurs in the Civil Aeronautics 
Board. The expiration date of Decem- 
ber 31, falls right in the middle of the 
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holiday season, when Congress is nv 
in session and therefore, creates an aw) 
ward situation. By changing the da 
to March 31, the President of the Unit 
States would have ample time to submi 
a nomintaion while the Senate was 
session. 


“In order to eliminate a further dif 
culty in the Civil Aeronautics Boa 
which might come about as a resi 
of the expiration of a member’s te: 
at midnight on December 31, wheth> 
or not a successor has been appoint 
and qualified, the bill authorizes a me 
ber, whose term has expired, to se’ 
until the successor has been appoint 
and qualified, but in no event lonse 
than 120 days. Under the provisic1 
of the federal trade commission act 
U.S.C. 41), and the interstate comme: = 
act (49 U.S.C. 11), members are authc ; 
ized to serve until a successor has bev 
appointed and qualified. 


‘This amendment should eliminate i» 
pressures for quick and hasty acti 
where a nomination is submitted a fiw 
days prior to the expiration of a me: 
ber’s term. Under normal conditicns 
this period of time should give the Se: 
ate adequate opportunity to perform : 
rightful function in passing upon the 
nomination and at the same time afford 
the Chief Executive sufficient time to 
select a qualified successor. 


‘The amendments to this bill are mere- 
ly technical. However, in order to avoid 
any misunderstanding, your committee 
emphasizes that the terms of the present 
members that expire December 31 shall 
not be affected by the substitution of 
the March 31 date. In other words, 
the present members shall not have 
their terms extended from December 31 
to March 31 a period of 90 days after 
the expiration of the terms to which 
they were appointed. On the other 
hand. the provision authorizing board 
members to hold office until their suc- 
cessors are appointed and qualified, but 
in no event for a period of more than 
120 days after the expiration of their 
terms of office, shall apply to the mem- 
bers serving on the board at the time 
this bill is enacted. By this applica- 
tion, it would appear that the problem 
of a vacancy on the five-man Civil 
Aeronautics Board should not occur, 
and both the executive and the Senate 
would have time to discharge their 
duties charged to them by law.” 


Reserve Ship Sales Urged 
In House and Senate Bills 


Five additional bills relating to sales 
of ships from the US. reserve fleet to 
foreign or domestic interests have been 
introduced in Congress, as follows: 


H.R. 8173, by Representative Tollefson, 
of Washington, which would authorize 
six-month sale of dry cargo vessels to 
United States citizens. 


H.J. Res. 356, by Representative Bates, 
of Massachusetts, to authorize sale of up 
to 12 Liberty-type vessels to a German 
firm which would limit their use to 
shipping American coal and/or ore to 
Germany and other western nations. 

H.R. 8159, by Representative Flood, of 
Pennsylvania, to authorize sale of five 
coal-burning Liberty ships to Belgium 
for transportation of coal from Philadel- 
phia to European ports. 

H.J. Res. 370, by Representative McCor- 
mack, of Massachusetts, which wou'd 
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extend for two years the time limit exist- 
ing on the Secretary of Commerce’s 
efiorts to sell reserve ships for use on 
trade routes 3 and 4. 

3. 2265, by Senator Butler, of Mary- 
Janud, to authorize sale of a total of eight 
sh:ps of various types to Uruguay or its 
citizens for use in the coastal trade of 
South America. 


Commerce Dep‘t Money Bill 
ls Signed by President 


resident Eisenhower has signed into 
la\ (P.L. 85-52) a conference version of a 
bil. (H.R. 6700) providing appropriations 
fo) fiscal year 1958 for the Commerce 
De.artment. The bill carried money for 
se\ eral transportation activities. 

“he conference committee’s decisions 
on transportation items in the bill, ad- 
jus ing differences in the original versions 
pa sed by the House and Senate, were 
mi de public May 29 (T.W., June 1, p. 15). 


Bill to Give I.C.C. Direct 


Power on Parcel Post Rates 


. bill (H.R. 8108) which would give 
the Commission direct power to pre- 
scribe parcel post rates and to investigate 
Post Office Department cost ascertain- 
ment methods has been introduced by 
Representative Hiestand, of California. 

The bill would require the Commis- 
sion to study the Post Office cost and 
accounting methods and within two 
years after the legislation was enacted 
into law prescribe parcel post rates 
sufficient to pay the costs of the serv- 
ice 

After that, the Commission from time 
to time—either upon petition by the 
Postmaster General or any other in- 
terested party or on its own motion— 
could order further revisions in order 
to keep parcel post self-financing. 


‘Right-to-Work’ Moves Fail 
On House Civil Rights Bill 


Attempts to attach a “right-to-work” 
amendment to the administration’s civil 
rights bill failed in the House on June 
13 and June 17. Both amendment were 
barred from consideration on the up- 
holding of points of order that the labor 
provision was not germane to the bill 
under consideration (H.R. 6127). 

The attempt on June 13 came from 
Representative Alger, of Texas, the June 
17 effort from Representtaive Rivers, of 
South Carolina. 

Each time, the chair upheld points of 
order that the “right-to-work” issue was 
not directly related to the bill under 
consideration, which in the main would 
authorize the Attorney General to in- 
tervene with civil actions in cases of 
alleged restrictions on the right to vote. 

The “right-to-work” amendments were 
aimed at preserving the right “to obtain 
and keep employment regardless of 
membership or non-membership in a 
labor or trade organization.” 


Marine Facility Lease Bill 


A bill (H.R. 8153) introduced by Rep- 
resentative Barrett, of Pennsylvania, 
Would authorize the Secretary of the 
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Army to lease to Philadelphia the marine 
facility known as the Philadelphia Army 
supply base. 


Speeded Appellate Court 
Relief Bill Is Reported 


A bill (H.R. 6789) proposing that the 
time limit on appellate courts granting 
of interlocutory relief from orders of five 
federal agencies be changed from five 
days’ notice to “reasonable notice” has 
been favorably reported by the House 
judiciary committee. 

The five agencies are the Civil Aero- 
nautics Board, Federal Maritime Board, 
Federal Communications Commission, 
Atomic Energy Commission and the 
Agriculture Department. 

In a report on the measure, the com- 
mittee said that the five-day notice 
requirement “sometimes in urgent cases 
prevents a court of appeals from acting 
with sufficient promptness.” 


Under terms of the bill, the committee 
said, it would be up to the appellate 
courts to determine what constituted 
“reasonable notice” to the agencies. 

The report included a letter support- 
ing the bill from Henry W. Edgerton, 
chief judge of the U.S. court of appeals 
or the District of Columbia. 


Port Loans Proposed 


A bill (H.R. 8133) has been introduced 
by Representative Shelley of California, 
to amend the defense production act 
so as to authorize federal loans to state 
or local agencies operating marine ter- 
minal and other port facilities “directly 
connected with making deliveries or per- 
forming services essential to the national 
defense.” 


LABOR NEWS 


Start of New ‘Benefit Year’ 
On July 1 Noted by R.R.B. 


The Railroad Retirement Board has re- 
minded railroad employes that July 1 
marks the beginning of a new benefit 
year for the purpose of paying unem- 
ployment and sickness benefits under the 
railroad unemployment insurance act. 


These benefits, the R.R.B. says, can 
be paid only to those employees who 
have earned $400 or more in railroad em- 
ployment during the calendar year 1956. 


“An employe who wishes to claim un- 
employment benefits must register with 
an unemployment claims agent,” says the 
board. “Railroad foremen, supervisors and 
station agents often serve in this ca- 
pacity. An employe who wishes to claim 
sickness benefits must file an applica- 
tion and a statement of sickness with 
the board within 10 days of the first 
day for which he wishes to claim bene- 
fits. Application blanks can be obtained 
from employers, labor organization of- 
ficials, or any board office. . . . Employes 
who have received their Form BA-6 for 
1956 should detach the stub and keep it 
for their own records, and attach the 
remainder of the certificate with the 
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first application they file for either un- 
employment or sickness benefits after 
July 1.” 

Unemployment and sickness claims, ac- 
cording to the R.R.B., are payable at daily 
benefit rates ranging from $3.50 to $8.50. 
Benefits are payable for all days of un- 
employment or sickness over seven in the 
employe’s first 14-day claim period in the 
benefit year, and for all days over four 
in a second or later such claim period. 


Reading Calls on N.M.B. 
To Avert B.L.E. Strike 


The Reading Railroad Co. said on 
June 19 that it had called on the serv- 
ices of the National Mediation Board 
that day because of a strike of 750 loco- 
motive engineers called for 4 a.m. June 
24 by the Brotherhood of Locomotive 
Engineers. 

In announcing the strike action, June 
19, Guy L. Brown, grand chief engineer 
of the brotherhood, said that at the end 
of May the members on the railroad 
voted 97.6 per cent in favor of the 
strike if a settlement was not reached. 
The Reading management, Mr. Brown 
said, refused to give favorable consid- 
eration to any of the agreement rules 
sought by the brotherhood. 


Mr. Brown said the brotherhood was 
asking prompt repairs on locomotives 
emitting toxic gases into operating com- 
partments, removal of unsafe appliances 
which interfered with engineers’ vision 
from cabs and adequate protection from 
exposure to cold, rain, sleet and snow 
while operating locomotives in yard 
service. 


Mr. Brown said he had notified Ken- 
neth Myers, B.L.E. general chairman on 
the Reading and temporary assistant 
grand chief engineer at Philadelphia, 
Pa., of his approval of Mr. Myers’ re- 
quest for strike authority. 


Impasse Holds in Strikes 
Of R.E.A. by Teamsters 


Robert O. Boyd, chairman of the Na- 
tional Mediation Board, said on June 19 
that three days of negotiations in Wash- 
ington, D.C., had failed to resolve a dis- 
pute which had tied up Railway Express 
Agency operations in seven major areas 
since April 22. 


The areas under strike by drivers rep- 
resented by the International Brother- 
hood of Teamsters were the cities of 
Chicago, Cincinnati, Cleveland, Newark, 
Philadelphia, St. Louis and San Fran- 
cisco and certain adjacent points. All 
express shipments to and from those 
areas continued under embargo as of 
June 19. 


“We haven’t been able to budge them,” 
said Mr. Boyd. He added, however, that 
the latest negotiations, which ended 
June 13, “broke up with the understand- 
ing that we would arrange further meet- 
ings.” 

He said that no further talks had been 
scheduled. 


R.E.A. has offered to make a settlement 
“within the framework” of the 29%4-cent 
recommendation of a Presidential emer- 
gency board but this has been consistently 
rejected by the Teamsters’ Union. The 
seven-city strike began after expiration 
of a mandatory waiting period which fol- 
lowed filing of the emergency board’s 
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report and no further specified methods 
of settling the strike are included in the 
railway labor act (T.W., April 27, p. 25). 


Seamen Get Wage Boost 


The Committee for Companies and 
Agents, Atlantic and Gulf Coasts, and 
the National Maritime Union, the Master 
Mates and Pilots, and the Marine Engi- 
neers Beneficial Association, after a 
threatened tie-up of shipping on the 
Atlantic and Gulf coasts, have reached 
an agreement for a 6 per cent wage in- 
crease for the workers represented. 


The increase in the base pay of an 
ordinary seaman under the agreement 
is from $333.27 a month to $353.26, with 
overtime rates increased from $2.06 an 
hour to $2.18. The pay of radio operators 
is increased from $545.55 a month to 
$578.28 on some tankers, and from $572.38 
to $606.66 on larger tankers. 


The increase to which the parties 
agreed went into effect at midnight, June 
16-17. 


TRANSPORTATION 
STATISTICS 







Intercity Truck Tonnage 
Up 3.1 Per Cent in April 
Over Same Month of 1956 


The volume of intercity general 
freight transported by truck in April 
was up 3.1 per cent over that 
hauled in April of last year, it has 
been announced by the research de- 
partment of the American Trucking 
Associations, Inc. 


Also, the department reported that 
freight hauled in the first four months 
of 1957 showed an increase of 0.6 per 
cent over the comparable period of last 
year. In its announcement, the A.T.A. 
department said: 


“Unadjusted data are based on the re- 
search department’s monthly survey of 
Class I and II intercity common car- 
riers of general freight. Representing 
about one-third of all carriers in this 
group, the 377 operators included in the 
survey transported 5,249,544 tons of in- 
tercity general freight during April, 1957, 
compared with 5,092,354 tons in April, 
1956. 


“All but one of the country’s nine geo- 
graphical regions had tonnage gains for 
April, 1957, over 1956. The Southwestern 
Region registered the highest increase— 
12.2 per cent over the same month a year 
ago. Increases in other regions were: 
10.3 per cent in Rocky Mountain, 9.7 
per cent in Pacific, 8.6 per cent in South- 
ern, 5.2 per cent in Northwestern, 3 per 
cent in New England, 2.4 per cent in Mid- 
western and 1.2 per cent in the Middle 
Atlantic Region. 

“The single region experiencing a de- 
cline was the Central, where April, 1957, 
freight volume was down 2.0 per cent 
from that of April, 1956. 

“Intercity general freight transported 
by the 377 carriers during the first four 
months of 1957 totaled 20,626,522 tons, 


compared with 20,509,610 tons during the 
January-April period of 1956.” 

April tonnage figures by regions were 
reported as follows by the A.T.A. depart- 
ment: 

New England—32 carriers; 280,441 tons 
in 1957, 272,144 tons in 1956; up 3 per 
cent. 

Middle Atlantic—75 carriers; 978,046 
tons in 1957; 966,854 tons in 1956; up 1.2 
per cent. 

Central—116 carriers; 1,695,024 tons in 
1957; 1,730,364 tons in 1956; down 2 
per cent. 

Southern—54 carriers; 897,373 tons in 
1957; 826,162 tons in 1956; up 8.6 per cent. 

Northwestern—19 carriers, 358,702 tons 
in 1957; 340,851 tons in 1956; up 5.2 per 
cent. 

Midwestern—25 carriers; 275,726 tons 
in 1957; 269,146 tons in 1956; up 2.4 
per cent, 

Southwestern—22 carriers; 483,197 tons 
in 1957; 430,792 tons in 1956; up 12.2 
per cent. 

Rocky Mountain—9 carriers; 43,289 
tons in 1957; 39,259 tons in 1956; up 10.3 
per cent. 

Pacific—24 carriers; 237,746 tons in 
1957; 216,782 tons in 1956; up 9.7 per cent. 


New Rail Cars Delivered 
In May Totaled 8,824 


Deliveries of new freight cars to the 
railroads totaled 8,824 in May, compared 
with 8,961 in April and 6,667 in May, 
1956, the American Railway Car Insti- 
tute and the Association of American 
railroads jointly announced June 19. 


May orders for new freight cars rose 
to 3,423, compared with 2,403 in May of 
@ year ago, the A.R.C.I. and A.AR. said. 
They added that the backlog of cars on 
order and undelivered as of June 1 was 
97,006, compared with 105,190 on May 
1 and 133,072 as of June 1, 1956. 


A breakdown by types of cars ordered 
and delivered in May and of cars on 
order as of June 1 follows: 


As of June 1 
Month of May On Order and 
Ordered Delivered Undelivered 


Box—Plain 1002 2545 28302 
Box—Auto —- a 500 
Flat 78 42 3241 
Gondola 529 530 12729 
Hopper 1065 3072 34195 
Cov. Hopper 155 1120 7236 
Refr. 110 585 2817 
Stock oe oe a 
Tank 452 459 6746 
Caboose 30 11 153 
Other 2 460 1087 

Total 3423 8824 97006 
Car Builders 2001 5124 45065 
Railroad and Private 

Car Line Shops 1422 3700 51941 





Freight Car Supply Report 


US. railroads reported an average 
daily surplus of 25,151 freight cars and 
an average daily shortage of 845 freight 
cars for the week ended June 8, as com- 
pared with a surplus of 23,000 cars and 
a shortage of 847 cars, On an average 
daily basis, for the week ended June 1, 
according to the car service division of 
the Association of American Railroads. 

The total average daily surplus for 
the latest period consisted of 16,629 plain 
box cars, 573 auto box, 193 gondola, 570 
hopper (includes 286 covered), 1,772 
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stock, 4,522 refrigerator and 892 miscel- 
laneous cars. The shortage for that »e- 
riod was made up of 131 plain box cars, 
six auto box, 224 gondola, 328 hopper 
(four covered), 136 flat and 20 mis:el- 
laneous cars. The carriers reported no 
surplus of flat cars and no:shortage: of 
stock or refrigerator cars. 


Carloadings in Canada 
Decline in 10-Day Period 


Cars of revenue freight loaded on 
Canadian railways totaled 132,142 in the 
10-day period ended May 31, a decr ase 
of 9.1 per cent from the 145,402 car: in 
the corresponding period of 1956, ac- 
cording to the Dominion Bureau of :-ta- 
tistics, Ottawa, Canada. 

Principal commodities moved in re- 
duced volume were grain, 14,446 (ve sus 
17,678 in 1956); coal, 6,249 (7,059); ron- 


ferrous ores and concentrates, £.185 
(5,811); crude petroleum, 763 (1,60); 
gasoline, 5,280 (6,121); fuel oil, 2,727 


(3,289) ; sand, gravel and crushed stone, 
7,017 (8,810); cement, 1,723 (2,477), and 
merchandise, L.C.L., 21,496 (22,950). The 
main commodity moved in more cars was 
manufactured iron and steel products, 
increasing to 2,855 from 2,353. Cars re- 
ceived from connections fell 8.8 per cent, 
from 51,258 to 46,747. 

The bureau said loadings in the eastern 
division were down 11.5 per cent, from 
94,023 to 83,233. Loadings dropped 48 
per cent in the west, from 51,379 to 48,- 
909. Receipts from connections decreased 
9.5 per cent in the east, from 44,889 to 
40,636 cars, and 4.1 per cent in the west, 
from 6,369 to 6,111 cars. 


Carloadings from January 1 to May 31, 
affected by a nine-day strike in the early 
part of the year against the Canadian 
Pacific Railway Co., totaled 1,587,070, a 
decline of 69 per cent from 1,703,957 
cars loaded in the same period a year 
ago, according to the bureau. Cars 
received from connections declined from 
749,324 to 711,130, or 5.1 per cent. 


Rail Tonnage Down, Revenue 
Up in March Over Last Year 


Ton-miles of revenue freight handled 
by Class I steam railways, exclusive of 
switching and terminal companies, to- 
taled 54,988,730,000 in March, 1957, as 
compared with 54,859,426,000 in» March, 
1956, and amounted to 152,949,034,000 for 
the three months ended with March, 1957, 
as compared with 158,798,397,000 for the 
three months ended with March, 1957, 
according to a compilation by the Com- 
mission’s Bureau of Transport Economics 
and Statistics of revenue traffic statistics 
of those roads, statement M-220. 


Revenue tons carried in March, 1957, 
amounted to 208,356,910, as against 219,- 
568,919 in March, 1956, and 605,776,862 
for the three months of 1957 as com- 
pared with 639,736,882 for the three 
months of 1956. Freight revenue totaled 
$776,884,717 in March, 1957, as compared 
with $759,673,306 in March, 1956, and 
$2,197,679,706 in the first three months 
ended with March, 1957, as against 
$2,159,368,601 in the three months ended 
with March, 1956. 


Revenue passengers carried totaled 
34,622,346 and passenger revenue amoiint- 
ed to $58,010,864 in March, 1957 4s 
compared to 36,214,868 revenue pas:en- 
gers and $59,673,131 in passenger r:ve- 
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nues in March, 1956. For the three 
months ended with March, 1957, revenue 
passengers carried totaled 104,339,552 and 
passenger revenues amounted to $181,- 
435879, as compared with 107,350,566 
re’ nue passengers carried and $181,979,- 
03. in passenger revenue in the first 
th: e months of 1956. 

eight traffic averages for March, 
19. , compared with March, 1956, re- 
sp tively, were reported as follows: 

les a revenue ton a road, 263.9 and 
94: ): revenue a ton-mile 1.413 cents 
an 1.355 cents; and revenue a ton a 
ro: . $3.73 and $3.46. 

y the three months ended with 


M: ch, 1957, compared with the like 
19! period, freight traffic averages 
We respectively: 

> les a revenue ton a road, 252.5 and 
24: revenue a ton-mile, 1.437 cents 


anc 1.360 cents; and revenue a ton a 
ros $3.63 and $3.38. 


Te al Fuel Tax Receipts 
W.re $2.8 Billion in ‘56 


I el tax receipts last year by all the 
sta'.s and the District of Columbia to- 
tal: $2,792,267,000, according to a report 
iss d by the Bureau of Public Roads 
of .e Department of Commerce. The 
bur 2u also reported that motor fuel con- 
sun: ption last year totaled 57,178,629,000 
galions. 

A‘ter the deduction of $4,662,000, which 
was dedicated for aviation or marine 
purvoses by some of the states, the ad- 
jusicd net total of receipts was $2,792,- 
267.000, the bureau said. 

Broken down, the net receipts by the 
states totaled $2,779,766,000. Added to 
that to reach the $2,796,929,000 total was 
$17,163,000, which consisted of license 
payments, inspection fees, fines and pen- 
alties and miscellaneous receipts. 


In its report on fuel consumption, the 
bureau said 50,853,574,000 gallons of fuel 
were taxed. The total consumption, the 
bureau said, was 2,311,234,000 gallons 
more than in 1955, or 4.9 per cent. 


Pamphlet Covers Separation 
Of Freight, Passenger Cost 


The Commission has issued a 13-page 
pamphlet, statement No. 577, titled “A 
Brief History of the Separation of Rail- 
road Operating Expenses Between 
Freight and Passenger Services.” ‘The 
study, prepared by the Bureau of Trans- 
port Economics and Statistics, was is- 
sued as information that had not been 
adopted by the Commission. 


The publication was described as being 
intended to provide “a readily available 
source of background information con- 
cerning efforts of the Commission to 
obtain a reasonably accurate separation 
of operating costs, by type of service, 
primarily for consideration in connec- 
tion with the establishment and regula- 
tion of rates.” 


Water Traffic and Revenues 


Class A and Class B carriers by water 
had freight revenue of $69,712,699 in the 
first quarter of 1957, an increase of 1.2 
per cent over the $68,875,361 in freight 
revenue in the corresponding quarter of 
1956, according to a compilation of rev- 
enue and traffic of those carriers, 120 


ye 


in number, made by the Bureau of 
Transport Economics and Statistics of 
the I.C.C. 

The compilation (statement Q-650) 
showec that these carriers transported 
21,558,755 tons of revenue freight in the 
1957 quarter, as compared with 20,869,743 
tons in the first 1956 quarter. Their 
passenger revenue amounted to $499,928 
in the first quarter of 1957, as against 
$566,225 in the first quarter of 1956, a 
decrease of 11.7 per cent. The number 
of revenue passengers carried fell from 
146,247 in the 1956 quarter to 143,594 in 
the 1957 quarter. 


Railroad Employment in May 
Below Same Month of 1955 


Employes of Class I steam railways, 
exclusive of switching 1nd terminal com- 
panies, totaled 1,004,427 at the middle of 
May, 1957, a decrease of 5.55 per cent 
under the figure for May, 1956, and an 
increase of 1.19 per cent over April, 1957, 
according to a rail employment compila- 
tion prepared by the Commission’s Bu- 
reau of Transport Economics and Statis- 
tics. The May, 1957, employment was 
reported as follows: 

Executives, officials, and staff assist- 
ants, 16,336; professional, clerical, and 
general, 191,311; maintenance of way and 
structures 181,336; maintenance of equip- 
ment and stores, 250,354; transportation 
(other than train, engine, and yard), 
115,412; transportation (yardmasters, 
switch tenders, and hostlers), 14,298, and 
transportation (train and engine service), 
235,380. 


Active U.S. Merchant Fleet 
Composed of 1,160 Vessels 


There were 1,160 vessels of 1,000 gross 
tons and were in the active oceangoing 
U.S. merchant fleet on June 1, accord- 
ing to the Maritime Administration. 
This was nine more than the number 
active on May 1, it said, adding: 

“There were 156 government-owned 
and 1,004 privately owned ships in ac- 
tive service. These figures did not in- 
clude privately owned vessels tempo- 
rarily inactive, or government-owned 
vessels employed in loading grain for 
storage or undergoing repairs. They 
also exclude 48 vessels in the custody of 
the Departments of Defense, State and 
Interior. 


“There was a decrease of one active 
and nine inactive vessels in the privately 
owned fleet. Five freighters and six 
tankers were sold foreign, and one 
tanker was delivered from new con- 
struction, making a net loss of 10 in the 
total number of privately owned ships. 

“The Maritime Administration’s active 
fleet increased by 10 as vessels were as- 
signed from the reserve fleet for bare- 
boat charter by private companies. Its 
inactive fleet decreased by 19, as four 
military combination ships were sold for 
scrapping, two freighters were transfer- 
red to the Air Force and one was as- 
signed to the Massachusetts Maritime 
Academy for use as a training ship. Two 
ships owned by the Navy were reclaimed 
from the reserve fleet. This made a net 
decrease of 19 vessels in the total mer- 
chant fleet, active and inactive, which 
numbered 3,082 on June 1, 1957. 


“Purchase of the ships of the Pacific- 
Argentine-Brazil Line, Inc., and Seas 
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Shipping Co., Inc., by Moore-McCor- 
mack Lines, Inc., reduced the number 
of subsidized lines to 14, while the num- 
ber of subsidized ships remained the 
same. 

“Orders for one tanker and four 
freighter conversions and delivery of 
three new tankers, one tanker and one 
passenger conversion left the total of 
merchant oceangoing ships being built 
or converted at 119.” 


Lake Carriers Report Large 
Bulk Tonnage Total for May 


Great Lakes shipments of iron ore, coal 
and grain in May amounted to 22,240,570 
net tons, and this was the third highest 
tonnage total of those commodities for 
the month in the history of transporta- 
tion on the lakes, the Lake Carriers As- 
sociation reported, late June 13. This 
compared with 21,973,893 tons moved in 
May, 1956, the association said. 

“The month’s ore cargoes aggregated 
12,727,659 gross tons, a peak for the last 
four years, while coal shipments totaled 
6,417,609 net tons, highest since 1950,” 
said the L.C.A. 

“Combined shipments of the three ma- 
jor commodities this year to June 1 
amounted ot 34,677,892 net tons, almost 
2,000,000 below the figure for the corre- 
sponding period in 1956. The decrease 
was due to the later opening of naviga- 
tion this year. Coal shipments to June 1 
of 13,218,433 net tons were the highest 
for the period in history.” 


TRANSPORTATION 
EDUCATION 





Many Facets of Transport 
Discussed by Speakers at 


John Carroll University 


Different types of carriers and 
users of their services were repre- 
sented by speakers at a transporta- 
tion conference at John Carroll 
University, Cleveland, O., June 11, 12 
and 13. 


The conference was sponsored by the 
Transportation Advisory Council of the 
university’s School of Business, Econom- 
ics and Government and was planned, 
according to its director, John M. Gerst- 
ing, to “provide a method of developing 
middle-management executives.” H. J. 
Carroll, who a few months ago retired 
as director of traffic for the Goodyear 
Tire & Rubber Co., was chairman of the 
Transportation Advisory Council. 

Certificates were awarded to the 30 
enrolled “students” who attended the 
conference, at a banquet the night of 
June 13. 

Lecturers on June 10 and their respec- 
tive subjects were: J. J. Fitzpatrick, as- 
sistant vice-president, Nickel Plate Road, 
Cleveland, “The Work of the Transpor- 
tation Executive”; F. R. Hysell, general 
traffic manager, The Glidden Co., Cleve- 
land, “The Transiting of Commodities”; 
J. E. Kusik, vice-president, finance, The 
Chesapeake & Ohio Railroad, Cleveland, 
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pyRAILROAD GROW? 











One of a series telling what Chesapeake and Ohio 
is doing to make this a bigger, better railroad. 


How do you keep track 
of 93,000 kittens? 


-_ 


iessie’s “kittens” are the 93,000 freight cars 
ned by Chesapeake and Ohio. At the same 
t ae, a daily average of 26,000 “guest” cars 
ned by other railroads move over C&O. 


—_ 


a 


S ippers realize how important it is to know 
wiere their cars are at any particular time. 
Now, with its new Car Location Information 
Center—CLIC for short—Chesapeake and 
Onio can tell them exactly. CLIC’s 25,000 
miles of servicing wires—the world’s largest 
transportation teletype network—brings ship- 
pers the most modern systemwide car report- 
ing methods. 


Here’s how it works: 


As soon as a freight car moves through a clas- 
sification yard or passes a major junction point 


on the C&O, CLIC knows it. At the Center the 
information is automatically recorded both in 
printed form and on tape. Then the CLIC 
machines take over, automatically teletyping 
to each of Chesapeake and Ohio's 56 district 
traffic offices the location of every car in which 
that office is interested. 


Chessie’s customers at both the originating 
and destination points can depend on quick, 
accurate car information through C&O’s new 
electronic reporting system. 


The new Car Location Information Center 
is another example of C&O’s willingness and 
ability to develop fresh techniques to keep 
Chessie’s railroad growing and going—for bet- 
ter service to shippers. 









Each of C&O’s 56 freight traf- 
fic offices, from coast to coast, 
from Canada to Florida, now 
has up-to-the-minute teletyped 
information on the location of 
all cars shipped from, or con- 
signed to, its territory. Contact 
your nearest traffic office and 
see how this new car reporting 
system works for you. 





Would you like a copy of a new booklet describing CLIC? Just write: 


Chesapeake and Ohio Railway 


3812 TERMINAL TOWER, CLEVELAND 1, OHIO 
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“Financing Transportation Expansion’; 
P. J. Rooney, manager of safety, Road- 
way Express, Inc., Akron, O., “The Car- 
riers’ Interest in Safety,” and John Wall, 
assistant general traffic manager, Repub- 
lic Steel Corp., Cleveland, “Rates, Class- 
ifications and Procedures.” 


On June 12, the lecturers and their 
subjects were: T. C. Hope, g2neral traf- 
fic manager, Montgomery Ward & Co., 
Chicago, Ill., “The Changing Pattern of 
Distribution”; J. E. McLeod, staff assist- 
ant to vice-president, Chesapeake & Ohio 
Railway, Cleveland, “New Equipment 
Problems”; M. G. McInnes, executive 
vice-president, Erie Railroad, Cleveland, 
“Problems of Supervision”; J. M. Miller, 
executive secretary, National Freight 
Claims Council, American Trucking As- 
sociations, Inc., Washington, D.C., “The 
Claims Problem,” and A. Z. Baker, presi- 
dent, American Stock Yards Association, 
Cleveland, “The Economy During the 
Next 25 Years.” 


The lecturers and lecture subjects on 
June 13 were: A. S. Genet, president, 


Greyhound Corp., Chicago, “Selling 
Transportation Services”; R. H. Boyd, 
general traffic manager, Pittsburgh 


Plate Glass Co., Pittsburgh, Pa., “Select- 
ing Transportation Service”; Major Gen- 
eral E. C. R. Lasher, director, Military 
Traffic Management Agency, Washing- 
ton, D.C., “Military Transportation,” and 
E. F. Hamm, Jr., president of the Traf- 
fic Service Corp., publisher of TRaFFICc 
Wor.p, “Some Transportation Problems 
Facing the Government.” 


“The Future of the Transportation 
Industry” was the subject of a panel 
discussion, the afternoon of June 13, in 
which the speakers were: A. T. Wood, 
president, Wilson Transit Co., Cleveland; 
H. M. Phillips, regional manager, Penn- 
sylvania Railroad, Cleveland; P. W. 
Corns, executive vice-president, Road- 
way Express, Inc., Akron, and T. J. 
Harris, director—freight sales, Ameri- 
can Airlines, New York City. 


Tank Truck Carriers Plan 
Four-Ddy Transport School 


National Tank Truck Carriers, Inc., 
has announced that its third School on 
Tank Truck Transportation will be held 
August 12 through 15 at the Kellogg 
Center for Continuing Education at 
Michigan State University, East Lansing, 
Mich. 

The tank truck conference said the 
first two schools dealt mainly with chemi- 
cal transportation, but that this year one 
day would be devoted to petroleum trans- 
portation, two to tank truck transporta- 
tion generally and one to chemical trans- 
portation. It added: 


“Subjects planned for the petroleum 
section of the program include loading 
and unloading developments for petro- 
leum products, key stop systems, tank 
calibration and shipper-carrier relation- 
ships. 


“General tank truck transportation 
subjects will include carrier-tank sales- 
man relationships, tank truck accident 
prevention, costs, union relationships, 
operational problems, shop repairs, sell- 
ing the tank truck business, pumps, air- 
pressure unloading, I.C.C. inspection 
procedures, I.C.C. regulations and speci- 
fications and insurance. 

“Chemical topics will include a look 


into the future, carrier dealings with 
new shippers, new consignees and new 





products and safety in handling chemi- 
cals.” 

The conference said it was sponsoring 
the school in cooperation with the Man- 
ufacturing Chemists’ Association, Inc., 
and the National Truck Tank & Tailer 
Tank Institute. Information may be ob- 
tained from the N.T.T.C., 1424 Sixteenth 
Street, N.W., Washington, D.C. 


New Jersey Traffic League 
Awards First Scholarship 


The first New Jersey Industria! Traffic 
League Memorial Scholarship, for study 
at New York University’s school of com- 
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merce, accounts and finance, has }-een 
awarded to Otto C. Brenner, Jr. of 
Union City, N.J., according to the univer- 
sity. He will receive $200 to help pay 
tuition in the 1957-58 school year. 

The league established the grant this 
year in honor of the memory of on- of 
its founders, Charles J. Fagg. The 
scholarship, according to the leagu., js 
given to a New Jersey junior stu ‘ent 
majoring in transportation and t) iffic 
management “who has best der:on- 
strated, through academic achieve? ient 
and personal qualifications during his 
first three years of college, prospe: tive 
usefulness to industry.” 


TRANSPORT 
SERVICES AND PRODUCTS 


Body of New Truck Can Be Lowered to Ground Level 


"1 
ice 


The ‘Lo-Loader,’ a new type of truck with an elevator-like body which is claimed by the builders to 
be able to reduce the street loading time of conventional trucks by as much as 75 per cent and save 
up to 40,000 foot pounds of manual effort per truck loading, is demonstrated by the Railway Express 
Agency, Inc. The manufacturer of the five-ton unit, the Thompson Trailer Corp., Pikesville, Md., says 
the body can be lowered in 12 seconds to ground level, actuated by a hydraulic control panel on the 
outside. Thompson said the body could be raised to any loading dock height up to 54 inches. The 
truck has a front wheel drive, making it possible to eliminate the rear axle and conventional drive 


shaf?. 


Mating channels, which connect the body and the chassis containing the front driving axle, 


engine and cab, act as the elevator guide. Railway Express has ordered the first unit to be built for 
actual commercial use. 


Terminal Transport Equipment 


The General Motors Corp. has an- 
nounced that Terminal Transport Co., 
Inc., of Atlanta, Ga., has ordered 50 
new GM.C. cab-over-engine highway 
tractors for its freight hauling oper- 
ations, which were in addition to 33 
units of the same type that had been 
delivered in the last 90 days. General 
Motors said that the tractors, equipped 
with special sleeper cabs, had 10-speed 
transmissions, 22,000-pound capacity 
single reduction rear axles and 190- 
horsepower 6-71SE diesel engines. It 
said Terminal would put the vehicles 
in service on regular common carrier 


routes in Alabama, Florida, Georgia, 
Illinois, Indiana, Tennessee and Keh- 
tucky. 


New Tractors for Transcon 


Transcon Lines, of Los Angeles, Calif, 
has announced that it has accepted de- 
livery of ar. additional $250,000 order for 
14 new diesel over-the-road tractors, 
bringing total equipment purchases 80 
far this year by the Transcon to mare 
than $1,250,000. 

Scribner Birlenbach, president of 
Transcon said that the new tractors, 
known as White Freightliners and mnu- 
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fact\ired according to Transcon. Lines’ 
spec fications by the White Motor Co. of 
Por*'and, Ore., would join the company’s 
517-iece long-haul fleet for immediate 
yse on its 7,000-mile cross-country 
sys! n. 


In! ind Motor Freight Has 


29 New Trucks in Service 


I: «nd Motor Freight and its subsid- 
iary Pacific Highway Transport, of 
Sea e, Wash., have recently placed in 
sery © 29 new diesel-powered Interna- 
tio cab-over-engine trucks, Gus H. 
Nie: «n, president and general manager 
of | ..F., has announced. Twenty-eight 
of t. se units are model DCO-405’s with 
50-i:) © bumper-to-back-of-cab dimen- 
sion One of the new truck-tractors and 
trail s hitched to it are shown in the 
pho! :raph. 

“J e new tilt-cab tractors, pulling 25- 
foot ioubles, replace three-axle trucks 
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with pull trailers,” says Mr. Nieman. 
“New trailers, permitting 49 feet of load 
lengin as compared with the former 
45-foot load length, and a gain in inside 
height to 13% feet, compared with the 
previous 12% feet, increases the load 
space offered by the new units by 25 
per cent. 

The two companies operate 25 termi- 
nals and 700 pieces of equipment, in- 
cluding 214 International trucks, and 
employ 900 people, according to Inter- 
national Harvester Co. A new terminal 
was recently constructed at Aberdeen, 
Wash., and the operation at. Portland, 
Ore., was expanded. 


Railway Express Orders 
Two-Way Mobile Radios 


The Railway Express Agency, Inc., has 
ordered 89 “Progress Line” two-way 
mobile radio units and associated base 
station equipment from the General 
Electric Corp., it has been announced 
by General Electric’s communication 
products department. 

The units, G.E. said, were 25-watt 
high-band and the base stations were 50 
watts. 

Railway Express said the equipment 
would link terminals and vehicles and 
“will greatly increase the agency’s 
pickup-and-delivery potential.” 


Cotton Belt Orders Diesels 


Six new 1,750-horsepower diesel loco- 
motives have been ordered at a cost of 
$1,140,000 by the Cotton Belt Railroad. 
it has been announced by H. J. Mc- 
Kenzie, president. He said that the 
units, called “general purpose” locomo- 
tives, would be manufactured by the 
electromotive division of the General 
Motors Corp., at LaGrange, Ill., for de- 
livery in October. 


SEATTLE 


means 
business! 





Mr. Mark Seymour, 
Alison T. Seymour 
Enterprises 


The Problem 


The Solution 


The Proof 


If you have a 
marketing problem, 
write direct to... 





P. O. Box 1878, Seattle 11, Washington 









Complete dockside facilities, 
two days sailing closer to the 
Far East . . . connections with 
nine major airlines, four trans- 
continental railroads, more 
than 100 truck lines to all 
North America, plus intelligent 
aid in solving marketing prob- 
lems. You get them all at the 
4 enterprising Port of Seattle. 
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Import Coir Matting in bulk from the Netherlands; 
produce custom-tailored floor and wall coverings for 
interior decorating markets throughout the U.S.... 
at minimum expense, maximum profit. 


Water shipment of bulk Coir in quantity direct to 
Foreign Trade Zone No. 5, Port of Seattle. Ware- 
housing, cutting for individual orders or bulk ship- 
ment from Foreign Trade Zone. Final shipment to all 
U.S. points including U.S, ports closest to Europe. 


Mr. Mark Seymour, Alison T. Seymour Enterprises, 
states: “Although used extensively in Europe for 
more than 50 years, Coir Matting was only recently 
introduced into the American decorator market. The 
fact that we can successfully compete for this business 
in any American market testifies to the ideal com- 
bination of water and overland freight rates, shipping 
service and port facilities we found through the 
Port of Seattle.” 


Giltpeang 
THE,\PORT 
OF SEATTLE 


COMMISSION: 

President: E. H. SAVAGE 

Vice-President: M. J. WEBER 

Secretary: CLARENCE H. CARLANDER 
General Manager: H. M. BURKE 


“PORTSEA” 
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THE TRAFIC BULLETIN 1S MAILED FROM 
WASHINGTON AT MIDNIGHT EACH FRIDAY 
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TRAFFIC BULLETIN INFORMS THE TRAFFIC MAN of the 


origin and development of freight rates, charges, rules and regulations. 
Mailed from Washington at midnight each Friday, it enables him to main- 
tain an up-to-the-minute check on his tariff file by listing all supplements 
and revised pages to existing tariffs, all reissues of tariffs and all new tariffs 
of carriers filing their rates with the Interstate Commerce Commission, 
Federal Maritime Board (between U.S. and its possessions) and Civil Aero- 
nautics Board. 


Traffic Bulletin is the nationally recognized publication of Rate Proposals, 
Hearings and Dispositions (as required by the Bulwinkle Act—Section 
5a Agreements) of motor, rail and water carriers. It is the only single 
weekly publication carrying such a complete and representative assembly 
of rate-making bureau and committee proposals in convenient, usable form! 


In addition to the rate-making organizations listed, Traffic Bulletin gives 
its readers the joint docket of the Uniform, Official, Illinois, Southern and 
Western Classification Committees for consideration of proposals for changes 
in rules, descriptions, ratings and minimum weights in the Uniform Freight 
Classification and the Consolidated Freight Classification. Likewise, sub- 
scribers receive the docket of the National Classification Board for the motor 
carrier industry covering changes proposed in the National Motor Freight 
Classification. Traffic Bulletin also publishes the proposals, hearings and 
dispositions of the National Container Committee, National Diversion and 
Reconsignment Committee and the National Perishable Freight Committee. 
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“ROM COAST TO COAST, THESE RATE-MAKING ORGANIZATIONS PUBLISH THEIR DOCKETS OF 


PPLICATIONS OR PROPOSALS, HEARINGS AND DISPOSITIONS IN THE WEEKLY Traffic Bulletin 


No. of Carriers 
CHICAGO, ILLINOIS 
astral States Motor Freight Bureau (M) 790 
stral Territory Railroads Freight Traffic 


CRIES het chee hae ese tiaiteenions 31 
nois Freight Association .....................0.. 36 
ntana Lines Committee ....... 5 
ithern Ports Foreign Freight Committee 31 
ns-Continental Freight Bureav .......... 20 
terways Freight Bureau (W) .............. 19 
stern Trunk Line Committee ................ 34 
DETROIT, MICHIGAN 
at Lakes Freight Bureau (W) ............ 9 
NEW ORLEANS, LOUISIANA = 
f Intercoastal Conference (W) ...... 2 


PITTSBURGH, PENNSYLVANIA 
11, Coke and Iron Ore Committee Cen- 
al Territory Railroads ......... es 19 


(M)—Motor Carriers 


No. of Carriers 
DENVER, COLORADO 


Colorado-Wyoming Committee ................ 9 


Southwestern Freight Bureau 


ST. LOUIS, MISSOURI 


BOSTON, MASSACHUSETTS 


New England Territory mitonte-Bestge 


Traffic Committee ...... 


SEATTLE, WASHINGTON 


North Pacific Coast Freight Bureav ....... 13 


SAN FRANCISCO, CALIFORNIA 
Pacific Southcoast Freight Bureav ............ 15 


Southern Freight Association 


ATLANTA, GEORGIA 


(W)—Water Carriers 


No. of Carriers 
DALLAS, TEXAS 


Southwestern Motor Freight Bureau (M) 270 
Texas-Louisiana Freight Bureav ................ 40 


NEW YORK, NEW YORK 
Coal, Coke and Iron Ore Committee— 


Trunk Line Territory Railroads .............. 18 
Freight Traffic Committee—Trunk Line 
pg aaa 20 
General Freighe Traffic Committee—East- 
ee Rees: RSH 63 
Intercoastai Steamship bse insect 
tion (W) .. 11 
AKRON, OHIO 
Eastern Central Motor ) onan aang 
ation (M) : Se 


WASHINGTON, D.C. 


Middle Atlantic Conference (M) .............. 1200 
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\ SUBSCRIPTION TO TRAFFIC BULLETIN is an investment in savings 
—a sure way to be informed on tariff changes before they are published 
and filed with the Interstate Commerce Commission; and a constant check 
on important filings by carriers and action by the ICC that may directly 
affect your business, as well as your competitors’. As a matter of accurate 
record, your Traffic Bulletin will be used again and again—in the complex 
operation of a traffic department you'll find it a valuable assistant, worth 
many times its modest cost. Best of all, you can put it to work now and 
judge for yourself—fill out the coupon below and mail it today, and we’ll 
send you, for your own use, a free copy of the current Traffic Bulletin 
and details of a trial offer that will save and earn money for your depart- 


ment and your firm! 


Vital Information 
For Traffic Men 


Traffic Bulletin informs the traffic man of 
the origin of freight rates, ratings, rules and 
regulations, and covers the development of 
such matters through the following items: 


l. Tariffs of Rail, Motor, Water, Express, Pipe 
Line and Freight Forwarders also Schedules 
of Minimum Rates and Charges of Contract 
Motor Carriers. 


2. Embargoes of Rail, Motor and Water Carriers. 


3. Applications filed requesting the publication 
of tariff changes on short notice (less than 
statutory notice of 30 days)—and Orders. 

4. Petitions filed for the Suspension of purported 
tariff changes. 

5. Investigation and Suspension Orders. 

6. Released Rates Applications and Orders. 


7. Fourth Section Applications and Orders. 


Circulation Department 
Traffic Service Corporation 
815 Washington Building 
Washington 5, D. C, 


Please send me a free copy of the current Traffic Bulletin and details 


of your trial subscription offer. 
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Zone _____ State 
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.. » Mark of PROGRESS in Railroading 


It’s the men. who 


make the Erie 


DEPENDABLE! 


We've added the word ‘“‘dependable”’ to 
this familiar Erie phrase because we know 
that’s what you, as a shipper, are most 
interested in—dependable freight service! 


And every Erie man shown on this page, 
plus a lot more, know that safe, on-time 
delivery of your shipments is their com- 
mon prime responsibility. 


Whatever his immediate job—running the 
trains that carry your shipments, main- 
taining the equipment that makes it pos- 
sible, or any one of dozens of other jobs 
—his interest is focused on building Erie’s 
established reputation for service and 
dependability ! 


Yes, it’s the men who make the Erie. And 
one of them—your local Erie representa- 
tive—is anxious to introduce you to the 
services they all provide. Call him on 
your next shipment and “Route it Erie!” 


es FR 4 7S &s 089 St be 


Krie Railroad 


DEPENDABLE SERVICE FOR THE HEART OF INDUSTRIAL AMERICA 


Zea. 





TERMINAL OPERATIONS. Feature 


A view from the air of the upper portion of Montreal 
facilities. 


harbor. 


Section 


Montreal's $57-million harbor improvement project involves a number of new 


This is one of the most ambitious of the port programs. 


Great Lukes and St. Lawrence River port officials are planning improved 


Terminal Facilities 


to enable them to participate in the 


50-million ton annual traffic flow 


anticipated for the St. Lawrence Seaway 


Temana facilities—new and im- 


proved—are in being, constructed, or 
Planned at ports on the Great Lakes 
and the St. Lawrence River in antici- 
pation of the 50 million tons of car- 
80 which is the presently-estimated 
annual tonnage of the St. Lawrence 


ed following its completion in 
959. 


Beginning with Montreal, in Canada, 
the ports are Ogdensburg, Oswego, Ro- 
chester and Buffalo, in New York state; 
Toronto and Hamilton, again in Canada; 
Eric, Pa.; Ashtabula, Cleveland, Lorain, 
an Toledo, O.; Windsor, Canada; De- 
tro't, Port Huron and Muskegon, Mich.: 


Milwaukee and Green Bay, Wis.; Chi- 
cago, and to the northwest, Duluth, 
Superior. 

Some of these cities have, at the re- 
quest of TraFFic Word, furnished 
through the St. Lawrence Seaway Cor- 
poration figures as of June, 1957, of the 
activities and authorizations for their 
terminal facilities. 


Montreal’s Program 


Starting with Montreal, from the Na- 
tional Harbours Board of Canada comes 
a statement by the Minister of Trans- 
port covering a $57 million program for 
Montreal harbor, as of May 1. 

That program is made up of a grain 
elevator system of $27 million, involving 
the construction of a new five-million- 


bushel elevator, and an extension of an 
existing elevator to accommodate an ad- 
ditional 1.6 million bushels, with four 
unloading berths, and three new load- 
ing berths. Another $17 million will 
be spent on wharves and piers—9,000 
feet of new or extended general and spe- 
cial purpose wharves. There will be 
another expenditure of $5 million on 
four new transit sheds and two shed 
extensions. Dredging and miscellaneous 
items—such as a new electric power sys- 
tem to serve the expanded facilities— 
will require $7.5 million and $500,000, 
respectively. 

The city of Oswego, reports Arthur C. 
Mengel, executive director of the Oswego 
Port Authority, has committed $100,000 
toward the development of the port after 
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DON’T MARK IT “RUSH”—MARK IT 


MERCHANTS 


MOTOR FREIGHT, INC. ASW Co 
GENERAL OFFICES: — | 
2625 TERRITORIAL ROAD, > 7 
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WEYERHAEUSER 


Steamship Company 


THE PACIFIC COAST DIRECT LINE 


San Francisco: 141 Battery St. 
New York: 21-24 State St. 
Los Angeles: 612 South Flower St. 


Tacoma Tacoma Bldg. 
Philadelphia, Baltimore, Norfolk, Rochester 


and Pittsburgh 


Seattle: Pier 28 
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Represented by Hinkins Steamship Agency, Inc., at 
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Terminal Operations 


a survey of the potential cargo avails ble 
for movement through that port. Inner 
and outer harbor dredging is necess»ry, 
A diagram of planned inner harbor <e- 
velopments shows a trailer-ship ter ni- 
nal; a cargo terminal with transit s ied 
and open storage; two additional cargo 
terminals, and space reserved for spe“ial 
use, such as an automobile tran-fer 
terminal. 


Ohio Ports Plan Expansion 


Ashtabula is completing a mill .n- 
dollar dock development, which, w ien 
completed this summer, will make it 
possible for three ships to be loadin; or 
unloading at the same time. This °s a 
private enterprise project sparked by an 
Ashtabula business man, Nelson Piniiey, 


The Seaway Committee of the Clrve- 
land Chamber of Commerce presents the 
Port of Cleveland in a special repori as 
“a facility in being and not something 
to be created in the future,” consisiing 
of an outer harbor which includes lake- 
front locations, and an inner or Cuya- 
hoga River harbor. The committee de- 
scribes the inner harbor as the core of 
Cleveland’s industrial development, and 
says that “its improvement for naviga- 
tion, particularly in the last 20 years, at 
a cost of approximately $50 million, has 
been an outstanding example of co- 
operation between the Corps of Engi- 
neers of the Army, the city administra- 
tion, and industry through the River 
and Harbor Development Committee of 
the Cleveland Chamber of Commerce.” 


In preparation for the traffic antici- 
pated from the seaway, the voters of 
Cleveland authorized a bond issue of 
$8 million at a general election in No- 
vember, 1955, of which $2 million will be 
devoted to lakefront airport improve- 
ment and the remainder to waterfront 
projects. 


The committee said that with present 
facilities and a “minimum expectation 
from the undertakings of the city,” the 
port would be able to berth 10 ships of 
seaway size “from 450 to 500 feet long, 
with carrying capacities of from 7,200 to 
a possible 12,000 tons.” 

Toledo reports that there are at pres- 
ent 48 piers, wharves and docks in that 
port. There are two general cargo termi- 
nals and 19 bulk terminals. Plans include 
a@ new general cargo terminal at the 
mouth of the Maumee River below all 
bridges, to be served by the Toledo 
Terminal Railroad, and to be joined with 
a proposed major street and expressway 
system. Total acquisition and construc- 
tion cost, less handling equipment, will 
be about $5.9 million. Consideration is 
also recommended by the port authority 
that the Port Commission use its powers 
to reserve several possible sites for 
smaller terminals, three of which are 
described in some detail in the Toledo- 
Lucas County Port Authority report on 
its program for the port. Voters in 1955 
accepted a levy for five years to finance 
preliminary development work. 


Michigan, Minnesota Ports 


Carlis J. Stettin, director of the Port 
of Detroit Commission, in May said that 
the commission “proposed to meet the 
initial chailenge of the seaway with 4 
42.8-acre terminal development” on the 
city’s west side. 

The Wayne County Board of Suer- 
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toward better shipping 
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if you have not already taken it... 
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ation Your “first step” toward better shipping is to schedule a move- 
” the 


™ of ment of your freight over the Norfolk and Western. 
ong, 


00 to 


sided pote Nine one 


Then you can compare N&W service with that which you have 


pres- been using. And we are confident that our team of transportation 
that 
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, the 
w all 
oledo 
with 
sway 
truc- 
. will 
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.ority 
owers 
ed N&W freight traffic representatives are located 
ledo- in 40 key cities of the U. S., as near to you as your 
‘a ; aes telephone. Call on them for dependable advice 


vance 5 ~~ Gro : ; w Le and information . . . furnished without obligation. 
Oo c ¢ 


specialists, in combination with modern freight-handling equip- 
ment and facilities, will meet your requirements for speed, economy 
and all-around shipping dependability. 

Try us once. Take that first step. . . and chances are you will 


be marking all your future shipments “via N&W.” 
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Terminal Operation: 


behind the Rocket 


visors, he said, had recently granted ‘he 
commission $91,000 for preliminary v ork 
on the development. In the near fut ire, 
Mr. Stettin said, the commission wceuld 
hire engineering, legal, financial nd 
real estate counsel to prepare spe ific 
proposals which it was planned to : ike 
to the voters of the county this fall. 

“It has been the goal of the com) xis- 
sion to provide five berths for the la ger 
ocean vessels by the time the first one 
arrives in the spring of 1959,” Mr. § et- 
tin said. “Construction of the west ide 
terminal and its 2,600 feet of fron age 
will meet that goal... .” 

The Minnesota legislature, rep rts 
Robert Tomich, traffic manager for the 
Port Authority of Duluth, recently en- 
acted bills granting the authority $10 
million to develop a site for the con- 
struction of new terminals. 

Those facilities will have 1,837 fee: of 
berthing space for three vessels, with 
510 feet of track serving an open berth, 
and tank storage facilities consisting of 
three tanks of 92,000 gallons capacity 
each serving the open berth. 

Also to be provided are about 1,000 
feet of shipside docking space serving 
covered berths area and two shipside 
covered transit berths totaling 175,500 
square feet. There wiil be one storage 

ee warehouse of 150,000 square feet, served 
\ Sa by two tracks totaling 2,800 feet. Three 
tracks serving the warehouse will total 


connected tor aboot jars kala 
M4 Canadian Plans 
service... 


No definite plans for the development 
The link between the truck which picks up your freight and a line-haul 


Baas: -Wo& 


of the Port of Toronto have been fur- 
nished, but the Toronto Harbour Com- 
missioners point to a long history of 
development of the port and its facili- 
ties. 

E. C. Hopkins, director of trade de- 
velopment, in a memorandum on the 
port’s history, said that two-way trade 
was necessary to maintain a nation in 


Rocket trailer is an endless towveyor chain at Ringsby. Mechanized 
freight handling on the dock keeps your shipment 


flowing smoothly at both ends of the haul. Freight ae 


CALIFORNIA 


moves continuously . . 


on the dock. Another reason why Ringsby 
service is best. LTL or TL, Ringsby is con- 
stantly finding new ways to get it there FASTER. 
Next time be sure... specify Ringsby Rocket. 
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. with no costly delay 


los Angeles * Oakland * Sacramento 
San Francisco 
COLORADO 
Craig * Denver * Grond Junction 
Rifle 
ILLINOIS 
Chicago 
IOWA 
Davenport 
MISSOURI 
Konsas City * St. Louis 
NEBRASKA 
Omaha * Scottsbluff 
NEVADA 
Bottle Mountain * Carlin * Hawthorne 
las Vegos * Lovelock * Reno * Tonopah 
Winnemucca * Yerington 
UTAH 
Duchesne * Heber City * Ogden * Provo 
Roosevelt * Salt Lake City * Vernal 
WYOMING 


Casper * Cheyenne * Douglos * Lusk 


Hii ~ Torrington * Wheatland 
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RINGSBY 


TRUCK LINES, INC. 


GENERAL OFFICES — 3201 RINGSBY COURT 


DENVER 5, COLORADO 
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world markets and that “this holds 
equally true in the shipping business.” 
He said that indications to daté were 
that the import shipments were increas- 
ing substantially, but that export trade 
was lagging “somewhat behind.” 

With that in mind, he said, the com- 
missioners in 1955 established a new 
department to encourage the movement 
of merchandise, “both inward and out- 
ward” through the port. 

The new department is known as the 
Trade Development Department, with 
the duty of developing import and ex- 
port trade in the metropolitan Toronto 
area and “in all the municipalities in 
the hinterland where industrial clients 
are possible sources of cargo,” offering 
assistance to consignees and shippers to 
solve problems pertaining to regulations, 
rates and transportation lines. 

“In addition to the increased trade 
that results from these efforts, it is felt 
that the expansion program for the port 
receives guidance,” said Mr. Hopkins. 

The Port of Hamilton reports that 
new construction this year consists of 
the extension of the Wellington Sireet 
docks, “which is the start of a new 
12-acre terminal, and further deveclop- 
ment of this area will be a terminal \Ware- 
house, 200 feet by 600 feet, with up-to- 
date equipment and facilities.” No cost 
figures were made available, but the 
“Nation’s Business,” publication of the 














maerOeas |S 


e 22, 1957 


| a 


Growing better every day... 
New Haven’s Expanded Trailiner Service 
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You’ll find New Haven’s expanded Trailiner service grows better every 
day. It continually puts you “in reach” with more and more key 
industrial areas. 






Now you can ship by piggyback to or from the heart of industrial Penn- 
sylvania... Pittsburgh... Bessemer... Butler... Homestead... McKees- 
port ... and the surrounding areas are all within Trailiner reach. 





Along with wider coverage, New Haven piggyback gives you the latest 
equipment, too. Thirty new trailers, both open top and van type, have 
been added to New Haven’s fleet. So ‘regardless of your shipping require- 
ments, New Haven can handle all your goods. 






And remember, every time you ship by piggyback, your goods travel fast ( 
and direct on New Haven’s through symbol trains; they arrive on time, t 
all the time, day or night—in any weather; and they remain sealed | 
throughout their trip, reducing your handling, breakage, or pilferage costs. 






So ship the way that grows better every day — New Haven’s expanded 
piggyback service. 









New Haven piggyback service now encompasses 210 
on-line points in Conn., Mass., and R.I., and more than 
475 off-line points in N.Y., Penn., Ill., Ky., Mich., Mo., 
Ohio. Cooperating Railroads provide through service 
to and from these points. 


For further information, contact E. V. Murphy, Ass’t 
Vice President, Freight Traffic Dept., New Haven Rail- 
road, New Haven 6, Conn., or any New Haven traffic 
agency. NEW HAVEN RAILROAD 
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A view of one of six coal car dumpers operated by the Lakefront Dock and Railway Terminal, 


Toledo. 


That port plans one new general cargo terminal and has in mind several locations for 


new smaller terminals. 


Chamber of Commerce of the United 
States, reported the completion of a 
$2,750,000 harbor administration buiid- 
ing, and a start on a $2 million dock ex- 
pansion and improvement program. 


Other Port Plans 


That publication also reported briefly 
in April on the expenditures planned by 
other Great Lakes ports. Chicago plans 
a $125,000,000 improvement project, with 
Buffalo to spend $1,200,000 to complete 
deepening part of its harbor. Milwaukee 
has plans requiring $6,700,000, including 
a viaduct to carry truck traffic over two 
railroad lines, a new pier and general 
cargo terminal, together with equip- 
ment, dredging, and expansion of high- 


ways and of the harbor railroad system. 

Muskegon is reported as planning two 
new docks, and Lorain, O., is seeking 
$10 million for harbor improvements. 
Erie is making a survey to determine 
what additional dock and warehouse 
facilities should be built. Rochester has 
made a survey of a number of companies 
to determine potential tonnage as a 
guide to port development plans. 

Windsor, Ont., is reported as planning 
a $19 million dock facilities improvement 
program. 

These figures do not take into con- 
sideration millions of dollars worth of 
facilities which private companies are 
reported planning. 


What Size Trucking Facilities? 


By P. W. GOODE 


Executive Vice President 


Be-Mac Transport Co., Inc., St. Louis, Mo. 


Since building one of the largest truck terminals in St. Louis four years 
ago, we have frequently been asked numerous questions by other motor 
carriers and shippers regarding their proposed shipping and trucking 
facilities. The fact that our St. Louis terminal has been termed a show- 
place terminal is of considerably less importance to us than the features 
which contribute to its smooth functioning. Operational economy and ef- 
ficiency was our primary purpose. Perhaps a few pointers on size can help 
you plan a more economical layout for your own company. 


Our first consideration was size. Facili- 
ties for either a truck line or a shipper’s 
loading platform must be adequate to 
handle the peak load which the platform 
and yard is expected to handle efficiently 
at the height of your busy season. That 
is when efficiency is needed the most! 
Anything less than adequate space at 
the peak of your season creates a bottle- 
neck which cuts heavily into profits. 

Future requirements must be inserted 


here. Obviously a platform or yard area 
adequate for today’s requirements for a 
growing business will be too small five or 


10 years hence. But if no major expan- 
sion or growth is anticipated, this year’s 
peak load should serve as an adequate 
yardstick. Provision, however, can be 
made for the unexpected. Extension of 
the platform out into the yard can be 
accomplished on any well-designed 
building, whether it be for shipper or 
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carrier. Advantages of a two-sided plat. 
form are well known. 


Land costs are high in an establisheg 
industrial area. Experience has shown 
us that industrial areas are constantly 
shifting. The purchase of a tract of six, 
10 or 15 acres for anticipated growth 
and relocation five to 10 years hence, has 
proved a wise investment for scores of 
motor carriers as well as for industry, 
We have purchased five such tracts in 
terminal cities in the last five years. New 
terminals will be built this year ip 
Tulsa, Okla., and Springfield, Ill. Hoth 
pieces of property were acquired severa] 
years ago. Frequently the sale of a sal], 
unneeded portion of the larger tract wil] 
pay for the entire lot after a few years 
of area development. 

When building, we plan to use the 
newly completed terminal 15 to 20 years, 
At the end of that time, new devclop- 
ments in material handling may necessi- 
tate or indicate a more advanced type of 
structure which permits better opcrat- 
ing economies. We believe industry, 
too, can profitably plan and build with 
a view toward modernization of their 
shipping platform every ten to twenty 
years. Many medium-sized shippers 
penalize their operations, by the cost 
of two to four extra men, with ante- 
dated loading and receiving platforms, 

Conveyor equipment and other me- 
chanical aids are money savers! Multi- 
plied by the number of branch offices 
where volume warrants this type of 
equipment, economies reach a substan- 
tial total each year. 

How much should be spent for trim- 
mings? Fancy offices and attractive 
surroundings are nice to have. But they 
cost money. We consider: (1) The 
length of time we plan to use the facili- 
ties and the cost per year, (2) how im- 
portant appearance is to our customers, 
(3) the effect upon morale of the people 
working there, (4) usually 3 per cent to 
5 per cent extra for modern and attrac- 
tive appurtenances is well justified. 

After answering the above questions 
scores of times, the key to all questions 
is not economy but profitable operations, 
This means we do not believe in elimi- 
nating a $10,000 item in order to save 


Here’s the 24-hour a day boss of Be-Mac Trans 

port Co., P. W. ‘Pete’ Goode, vice-president. He 

handles everything from advertising to work 

men’s compensation. With a staff of able de 

partment heads he oversees each of the many 

facets of a modern transportation system operat 
ing 91 scheduled runs each day. 
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Aer view of Be-Mac’s 10-acre St. Louis terminal. 
dock. At center, left, is complete service station, scales and tractor ready line. Block-long main- 
teno.-e building is at upper left. The entire area is black-topped and fenced. Customer parking 
imm: :aitely joins office building; employes’ parking crea is across street to right. 

from congested downtown area, Be-Mac saves 60 hours of drivers’ time each day. 


that amount, but rather spend an extra 
$10.0, if it will make us just $2,000 or 
$3.01.) each year! 

Be-Mac Transport Co., we are told, 
has remarkably good facilities in all 
tern ‘nal cities. From several hundred 














Less than eight months after having 
established a $500,000 terminal and ga- 
rage in the Cedar Crest industrial dis- 
trict of Dallas, Tex., Herrin Transporta- 
tion Co, opened, at Houston, Tex., where 
its home Office is located, the new 
terminal shown in this photograph. 
Robert T. Herrin is Owner and chief 
executive of the company, which now 
has 20 terminals and about 6,000 miles of 
certificated routes. The company says its 
new Houston terminal now handles about 
30,000,000 pounds of freight a month 
and has capacity for twice that amount. 
It says that 80 trucks can be accommo- 
dated at the dock at one time; that the 
terminal has about 12 acres of concrete 
parking area and a garage 200 feet long 
and 60 feet wide, and that it is equipped 
with conveyors, pneumatic tubes for fast 
handling of waybills and bills of lading, 
and other modern devices. There is a 
radio tower 300 feet tall for two-way 
dispatching, with two radio bands—one 
for dispatching the 35 pickup and de- 
livery trucks, the other for contacting 
Stations and trucks within a radius of 
150 miles of Houston. The Herrin com- 
pany, organized in 1931 to perform motor 
common carrier service between Houston 
and Shreveport (La.), has doubled and 
redoubled its size several times in the 
last 20 years. 


Herrin’s New Houston Terminal Accommodates 80 Trucks 
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In the foreground are general offices and 


By moving 


visitors each year, dozens come back for 
a second or a third look. We have found 
that the assistance given shippers and 
motor carriers in designing and mod- 
ernizing their loading platforms has 


helped us improve our own terminals. TRAFFIC WORLD the weekly 


traffic. and transportation news- 
magazine with nationwide cov- 
erage. 


DAILY TRAFFIC WORLD a news- 
paper published every business 
day, reporting 1.C.C. action and 
important news. 


TRAFFIC BULLETIN the weekly 
record of rate changes, tariff ac- 


tivity, fourth section and released 
rate orders. 







College of Advanced Traffic — 
Chicago; and Academy of Ad- 
vanced Traffic — New York and 
Philadelphia: for advanced study 
in transportation and traffic man- 
agement. 


SERVICE DEPARTMENT rate 
watching and specialized pro- 


grams individually designed for 
clients. 



















Port of New Orleans Traffic 
Record in ‘57 Anticipated 


The port of New Orleans looks forward 
to another record year of traffic in 1957, 
says Robert W. French, director of the 
port. 

“In the first four months the foreign 
trade tonnage was running 20 per cent 
above 1956,” Mr. French reported. “A 
complete total of export-import cargo 


For more information 
check below and mail. 


[] Daily Traffic World 
[] Traffic World 


passing over public facilities for the first O Bulletin 
four months shows 3,072,864 tons in 1957, (] Service Department 
with a contrasting 2,564,066 tons in 1956. C] College (] Academy 


Since the beginning of 1957, there has 
been over a half-million ton increase in 
the category of general cargo alone, or 
a rise of 27 per cent over the comparable 
period in 1956. Export car unloadings 
are up 28 per cent over 1956 figures. 

“Foreign trade through New Orleans 
is expected to double in the next 15 
years. The port authority is backing 
this estimate with the investment of 
almost 80 million dollars in new and 
renewed facilities, in addition to an ex- 
pected federal investment of over 90 
million dollars in a new Mississippi River 
Gulf outlet.” 
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815 Wash. Bidg., Wash. 5, D.C. 
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Railroading’s Answer to One Problem: 
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Modern Yards Speed Freight Throug 


One of railroading’s biggest problems—how to get cars through terminals with the least 


possible delay—is being solved by vast new yards using radar and radio, 


electricity and electrons, men and machines, to speed freight for shippers. 


BS AND IMPRESSIVE freight car clas- 

sification yards, featuring the lat- 
est in technological advances, have 
been springing up all over the con- 
tinent with increasing frequency 
since the turn of the decade. They 
are proving to be an effective remedy 
for one of railroading’s biggest head- 
aches — excessive, costly terminal 
time. 

Railroad management has been observ- 
ing that shippers are not as interested 
in statistics (such as gross ton-miles per 
train-hour, increased in recent years by 
larger and longer trains traveling at 
faster speeds between stations) as they 
are in getting their freight delivered by 
the fastest, lowest-cost, most convenient 
means. Because the speed and safety 
with which freight moves through a 
terminal can well be the crucial point 


of the movement of shipments, rail- 
roaders have been giving attention to 
needs for improvements and moderni- 
zations in their terminal facilities. 


Among facilities receiving attention 
have been railroad freight yards. Appli- 
cations of push-button type classifica- 
tion yards have been made to whole 
terminal areas, as well as at main line 
“hub” points, to make for faster delivery 
and reassignment of cars. 


How Shippers Benefit 


Classification yards afford better serv- 
ice by permitting trains to run on fast, 
regular schedules, explains the New York 
Central, in a brochure describing that 
railroad’s giant new electronic Frontier 
Yard, opened for service early this year 
to replace eight “outmoded” yards in the 
Buffalo, N.Y., terminal area. The yard, 
it is maintained, will provide 300 per 
cent faster freight car classification than 
the yards it has replaced. 


“For speedy service,” the railroad says 
in addressing shippers, “the number of 
classifications required, and the time 
spent in each yard, must be a minimum. 
Frontier Yard, with its 63 classification 
tracks, can handle a volume of work 
which wou'd otherwise require a car to 
move through several yards. And with 
electronic automation it does this work 
faster and with better protection of your 
shipment than has ever before been 
possible.” 


Expenditures by the railroads on 
property improvement programs have 
been rising steadily in the last few years. 
According to the I.C.C. Bureau of 
Transport Economics and Statistics, the 
estimated expenditure for road projects 
by 111 Class x line-haul carriers for the 
first half of this year is $194,724,763, up 
17.1 per cent over the last half of last 
year. It is apparent that a large part 
of that amount is being spent for new 


SWEEPING VIEW of the Milwaukee Road’s giant classification facility at St. Paul, Minn., is seen from the yardmaster’s office at the yard’s crest. 
A wide range of communication devices are at his fingertips, permitting fast relaying of orders and messages. Innovation at St. Paul is an indicator 
which shows the yardmaster at all times the number of cars on each track. 
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yar s and terminal facilities by the rail- 
roac s. 

T ke for example, the Milwaukee 
Rail oad, which since 1952 has pumped 
$13 \nillion into three yards, at strategic 
pois on its line, to come up with a 
com>ined daily classification capacity at 
thos: points of 8,400 cars. 


Airy Line yard, at Milwaukee, Wis., was 
the ‘irst of The Milwaukee Road’s auto- 
matic yards. Combining, for the first 
time in railroad history, both automatic 
switching and retarder speed control, it 
was completed and placed in service in 
the middle of 1952. It is a receiving 
yard for trains arriving from north and 
west and is the main yard for the classi- 
fication of cars for outbound movement, 
averaging 12 trains daily, to the south 
and east. 

The yard is equipped with banks of 
flood lights for night operation. It has 
paging and talk-back speakers; a pneu- 
matic tube system two miles long, tele- 
types for the speedy handling of way- 
bills and the transmission of other in- 
formation for train makeup, and devices 
for the detection of dragging equipment. 
The yard also is equipped for assembly- 
line journal-box oiling and for auto- 
matic shunting of damaged cars onto 
repair tracks, and has many other re- 
finements. Its installation represents an 
investment of $3,000,000, and provides a 
facility with a capacity for classifying 2,- 
400 cars every 24 hours. ° 

The Milwaukee’s Bensenville Yard, at 
Chicago, Ill., for automatic classification 
of cars, was placed in operation in No- 
vember, 1953. Designed to provide better 
service to shippers through faster han- 
dling of cars, and to reduce the possi- 
bility of damage to the contents of cars 
by effective speed control during switch- 
ing operations, the yard handles the 
switching of all freight cars to, from and 
through the Chicago area. The project, 
built at a cost of $5,200,000, makes pos- 
sible the classification of 3,600 cars in a 
24-hour day. 


Speed Control] for Safe Switching 


One phase of the “humping” operation 
at Bensenville is specifically designed to 
reduce switching impacts between loaded 
cars, long considered as being among the 
chief causes of damage to freight in 
transit. In “hump” switching, cars are 
pushed to a crest, where a switchman 
“cuts off” or separates cars that continue 
by gravity into various tracks. At the 
entrance to each group of classification 


ELECTRONIC RAILROADING’S latest installation is the New York Central’s Frontier Yard at Buffalo, 
N.Y. The 63 classification tracks of the gravity switching yard, opened for operation March 14, are 
in foreground, the ‘heart’ of the electronic controls system is contained at the ‘hump,’ at top of photo. 


NERVE CENTER of the Great 
Northern’s Gavin Yard, at Minot, 
N.D., is in the yard office build- 
ing, its impressive control tower 
soaring skyward alongside one 
of 10 floodlight towers. Because 
the yard is an around-the-clock 
operation, 62,750,000 candle- 
power is required for after-dark 
illumination. 


gu 3837, 4 


@} 


BRIGHT SPOT of the Kansas City Southern’s Deramus Yard is its lighting system. Blinding glare from 
stadium-type lights, which characterize older yards, is eliminated by boulevard style, 1,000-watt 
mercury-vapor bulbs mounted on 35-foot poles, controlled manually or automatically. 
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tracks, electrically or pneumatically 
operated retarder jaws are actuated to 
grip car wheels with sufficient force to 
slow, stop or hold a 100-ton car on the 
hump grade. 

In an office at track level at the Ben- 
senville crest, a switch foreman seated 
at a desk-type routing panel, by pushing 
one of 70 buttons, can automatically line 
up the switches that permit a car or 
group of cars to “roll” onto any of 170 
tracks. An illuminated panel indicates 
to the foreman-operator how he has set 
up in advance, in consecutive order, the 
next five “cuts” or groups of cars to be 
switched. 

Half-way down the gravity yard are 
two towers, one on each side of the yard, 
from which operators seated at desk-type 
consoles control the speed of cars into 
the classification tracks. Through large 
windows, located about 30 feet above 
track level, the operator has exposed to 
his view the crest of the yard, the re- 
tarder and all switches. On each console 
is a miniature diagram of the yard lay- 
out and an illuminated panel showing 
the next five routes set up by the switch 
foreman at the crest. 

On the console in each tower are 
levers which the operator can set to 
control the speed at which cars will 
leave the retarder. When a lever is 
pushed in one direction for a heavily 
loaded car, or in the reverse direction 
for a light car, the retarders will auto- 
matically apply the required pressure to 
slow the car to the desired speed, as 
well as provide required spacing between 
cars being switched. 

Loaded cars are controlled to leave the 
final retarders at four miles per hour, 
and empty cars at correspondingly suit- 
able higher speeds. The grade of the 
tracks, beyond the final retarders, is 
such that the cars gradually slow down as 
they approach other cars on the same 
track. 

St. Paul Yard, the Milwaukee’s newest 
freight car switching yard at the Twin 
Cities, Minn., provides automatic classi- 
fication to, from and through that area 
to a capacity-tune of 2,400 cars daily. 
Placed in service in August, 1956, the 
project cost $4,900,000. 


Records Dispatched Quickly 


Arriving trains at St. Paul Yard are 
pulled past a train checker, who records 
the car numbers on a_  dictaphone. 
Typed lists showing the car numbers, to- 
gether with the weight, description of 
contents and the track numbers to 
which the cars are to go are dispatched 
by pneumatic tubes to all involved in 
switching operations. 

“Hump” switching and speed control 
here are similar to processes at Bensen- 
ville Yard. At St. Paul Yard, however, 
there is an innovation which, according 
to the railroad, is the first such applica- 
tion in an automatic classification yard. 
Called a “yard track fullness indicator,” 
it shows the yardmaster at all times the 
number of cars on each track. It is a 
mechanical device in the front of a con- 
trol panel, located in the yardmaster’s 
office at the crest of the yard, that auto- 
matically registers and visually indicates 
the number of cars that enter each 
track in the classification yard. 


Electrons Speed Freight 


The Great Northern Railway says that 
Gavin Yard, at Minot, S.D., is the “big 
new reason” why freight is “moving 
faster and more dependably” on its lines. 
Through this facility, radar and radio, 
electricity and electrons, men and ma- 
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AMAZING COMPLEX of electronic equipment, 
electric switch relays and mile after mile of in- 
tricate wiring are housed in Gavin Yard's ‘brain 
room.’ It is here that information transmitted 
from the radar ‘eyes’ is computed with lightning 
swiftness to control the speed of free-rolling cars 
through the retarders, assuring safe, damage-free 
classification. 


chines, are combined to speed freight 
between the Twin Cities, Minn., the twin 
ports of Duluth, Minn., and Superior, 
Wis., and the Pacific northwest. 


At Gavin Yard, just east of Minot, the 
Great Northern over a period of 18 
months moved and compacted a million 
cubic yards of earth, added another 
quarter million cubic yards of sub-bal- 
last, laid 56 miles of tracks, constructed 
three major buildings and 11 smaller 
structures, and then laced the 47l-acre 
yard together with electronic tubes, a 
sensitive all-weather radar system, and 
up-to-date radio, telephone, paging, 
talk-back and pneumatic-tube com- 
munications devices. 


At Gavin Yard, a “hump” operation, 
freight trains arriving from east and 
west are quickly and efficiently taken 
apart. Hundreds of cars daily are sort- 
ed out, classified, made up into new 


GIANT MUSCLES of the automatic car retarders on the ‘hump’ at Frontier Yard. Motors that flex 
the ‘muscles,’ which squeeze the wheels of freight cars as they roll down from the crest toward 
classification tracks, are regulorly checked. 





LOOK MA, NO HANDS! This car, rolling down 
the ‘hump’ under gravity power, passes through 
the automatic retarder at Frontier Yard. Radar 
antennas, one of which (white rectangle) is visi. 
ble in the foreground between the rails, check 
on its speed. Every car rolling down to classifi. 
cation tracks is similarly ‘seen’ and ‘rollability’ 
reported to ‘brain’ room. 


trains and dispatched promptly. This 
project is the Great Northern’s $6% 
million answer to terminal delay prob- 
lems. 

Car inspection at Gavin by keen-eyed 
inspectors begins the moment arriving 
trains come to a halt, and “bad-order” 
cars (those requiring repairs) are im- 
mediately detected. Automatic journal 
oilers, actuated by the car wheels, shoot 
a jet of oil into journal boxes as cars 
move toward the “hump” crest. More 
inspections are made from pits located 
on each side and underneath the hump 
track, where all-weather rooms are 
staffed by watchful workers stationed be- 
hind shatterproof glass windows. 

Cars are routed to. assigned classifica- 
tion tracks through the use of push- 
buttons which “line” a series of elec- 
trically operated switches. The hump 
foreman here can “store up” four switch- 
ing combinations at a time. To keep 
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Electronic “Wise Guys” on the Rock sland 
give you Instant ‘ 


The Read off Planned Progress 


. Geared le the Nalions Future 


Keeping accurate tab on 
shipments is one of the most im- 
portant services a railroad can offer 
its customers — doubly significant 
when there is a seemingly undue de- 
lay in delivery. 

The ability quickly to provide 
up-to-the-minute information on 
the location of a particular ship- 
ment is a practical reality on the 
Rock Island. 


The recent installation of an elec- 
tronic car data processing system 
on the Rock Island provides for 
rapid receipt and distribution of 
vital information on car movements. 
This information is made instantly 
available to all Rock Island traffic 
representatives at both on and off- 
line points. In fact, you can know 
the location of the car almost as 
soon as its train’s caboose clears 
the yard limit board! 


When you specify Rock Island, this modern Electronics Miracle 
keeps you in constant touch with your shipment. 


59CK ISLAND LINES 



















"Finnegan! 
why cant we compete 
in the Cincinnati 

market 21!” 































"Shipping costs, 
art BL's 
distribution service 
can help us 
lick it, Sir!” 




































Union Barge Line’s services in- 
clude distribution programs 
that can turn lost markets into 
active ones, competitive price 
situations into profitable oper- | 
ations. It’s only a part of the | 
many advantages you gain 
when using Union Barge Line’s 
unique inland waterway trans- 
portation service. Want more 
facts? Write now for Bulletin 
18010, or call EXpress 1-2600, 
Pittsburgh, Pa., for immediate | 
information. 


UBL 


UNION BARGE LINE CORPORATION 


PITTSBURGH 22, PA. 









The modern distribution service 
supplying 234 markets in 18 states 









The hump conductor press- 
es button 1 for track 1, 
ond this route is stored 
in an electrical “memory” 
which follows the progress 
of cor 1. Since switch A 
is not in use, it positions 
immediately. 


Car 3 is now at the crest 
and button 3 is pressed. 
Switch Adoes not respond, 
because it is in use by cor 
1, Meanwhile, the memory, 
oware of the progress of 
car 1, positions switch B 
for track 1. 


Car 1 has left switch A 
which immediately snaps 
into position to send car 3 
towards track 3. At the 
hump, the buttonis pressed 
for car 2. 


Cor 1 enters track 1, its 
destination. The memory, 
sensing car 3 on switch A, 
positions switch C for track 
3. As soon as car 3 leaves 
switch A, switch A_ will 
position for cor 2. 


At Frontier Yard, a car can roll down the hump to any of 63 classification tracks. 
this wide choice, a maze of 62 switches must be operated. 
simple pushbutton operation at the hump sets up the complete route. 


show the principles involved. 


Frontier Yard’s Automatic Switch Control 


Note how each car carries its own route along with it. 
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To provide 
Complex as this requirement is, a 
These simplified diagrams 
Because 


switches operate one at a time ahead of the car, no car need wait for another to complete its 


route. 


This means that many cars can be moving at the same time, so that classification proceeds 


at a rapid rate. 


in touch with the hump engine, switch 
crew, retarder operator and yardmaster, 
he has radio, telephone, pneumatic tubes, 
and paging and talk-back speakers at his 
command. 


Cars Are Gently Halted 

From the retarder office, located on the 
fourth floor of the control tower, an op- 
erator can manually modify any retard- 
ing maneuver he wishes. His console 
also contains controls for all electric 
switches, so that he can supervise switch- 
ing at the hump end of the classification 
yard. Cars are halted gently in classi- 
fication tracks as they roll up to “skates” 
placed on each rail. 

Most recent addition to electronic rail- 
roading is the new Frontier Yard of the 
New York Central Railroad at Buffalo, 
N.Y. Formally opened on March 14 this 
year by Alfred E. Perlman, the Central’s 
president, the project was completed in 
eight months at an expenditure of $10.- 
500,000. 

Speed of cars being classified is auto- 
matically regulated as they roll from the 
hump to remote-control switching sys- 
tems, which steer them into any of 63 
tracks. Classification tracks have a 
capacity of 3,110 cars; three groups of 
receiving and departure tracks can handle 
2,760 cars. The railroad expects to 
handle freight through this yard in a 
quarter of the time previously required 
in eight “outmoded” yards in the ter- 
minal area. 


Mr. Perlman, in the course of cere- 
monies at the opening of the facility, told 






civic leaders and business men at Buffalo 
that the new yard was so efficient it 
would save the Central’s shippers an 
estimated ‘225,000 car-days a year, and 
would pay for itself in slightly over two 
years by reducing the railroad’s qperat- 
ing expenses by approximately $4.5 mil- 
lion dollars annually. 


Radar Controls Speeds 


At both the Great Northern’s Gavin 
Yard and the Central’s Frontier Yard, 
radar has been put to work to hold cars 
being switched to safe coupling speeds. 

Cars rolling down the grade from the 
crest at Gavin Yard reach a speed of 
about 10 miles per hour before arriving 
at the master retarder. Meanwhile, in- 
formation on car speeds has been sent 
by radar to a computer or electronic 
“brain” at the yard office, which auto- 
matically issues orders to the retarder. 
which will reduce or brake the cat’s 
speed. Even the effect of wind direction 
and velocity is computed. 

Further slowing of the cars is accom- 
plished electronically by groups of re- 
tarders further along the grade, also 
controlled through the use of radar de- 
vices, so that cars enter the classification 
tracks at proper coupling speeds. The 
first car in a track is then gently stopped 
by @ pair of “skates” placed on the rails. 
Following cars gently couple up with the 
first car, to form a block bound for the 
same destination. 


As each car rolls from the crest at 
Frontier Yard, its speed is also con- 
trolled by electric car retarders, which 
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Answer to an 
oft-repeated question .. . 


~How come 
you favor the 
Union Pacific? 
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RETARDER OFFICE on fourth floor of Gavin Yard’s control tower, is center of humping and classi- 


fication operations. 


squeeze car wheels between alloy steel 
shoes. In older yards, retarders are 
controlled manually. At Frontier, elec- 
tronic automation does the job faster 
and more precisely than is possible with 
human judgment. 

As at Gavin, the retarders at Frontier 
are controlled by an electronic “brain” 
(analog computer). To this “brain,” ra- 
dar speedometers report car speeds. Other 
devices report weight, track destination, 
weather conditions, and other factors. 
From this information, the “brain” in a 
split second computes the “rollability” 
of each car, and then automatically ad- 
justs retarders, allowing for all factors, 
so that each car rolls into its track at 
a safe coupling speed. 


Planned for Efficiency 


Frontier Yard is made up of a number 
of sub-divisions, each planned to expe- 
dite car movement. The main element is 
the 63-track classification yard with 
capacity for 3,110 cars—big enough to 
classify a freight train 27 miles long. 

Incoming trains are received, and out- 
going trains are prepared for departure 
in adjacent north, south and east yards. 
The 25 tracks and 2,760-car capacity of 
these yards give plenty of room for in- 
bound trains to arrive without delay, 
and for outbound trains to be made up 
without interfering with the steady flow 
of classification. 

Important, too, for fast freight service, 
are the car repair facilities near the 
west end of the yard. Operating 24 
hours daily, those shops quickly repair 
cars that may develop trouble, and get 
them going in a hurry. 

The name “Frontier” holds double sig- 
nificance for railroaders on the Central, 
according to Mr. Perlman. Through im- 
provements being installed on the rail- 
road, he said at opening ceremonies, it 
was felt the Central was breaking 
through “exciting new frontiers” of bet- 
ter speed and service to shippers. Also, 
he added, the yard was especially im- 
portant to the Central because of its 
strategic location in the Buffalo-Niagara 
“frontier area.” 


“Electronics,” he said, “has already en- 
abled us to speed trains along our lines 
and to record the location and progress 
of each freight car with speed and ac- 
curacy unheard of a few years ago. Now, 


Here, the operator can manually modify any retarding maneuver. 
also contains controls for all electric switches, for switching supervision at hump end of yard. 





His console 


at Frontier Yard, we again have called 
upon the resources of electronics to pro- 
vide speedy movement of freight with 
maximum protection of goods in transit.” 

Two other new pushbutton yards are 
currently on the Central’s drawing 
boards. These facilities, at Elkhart, 
Ind., and Youngstown, O., will cost a 
total of $21 million, and are scheduled 
for completion late this year or early in 
1958. 


‘Flat Switching’ Not Dead 


While much attention is being paid to 
modernizations of “hump” yards across 
the nation, “flat switching,’ where cars 
are shunted to various classification 
tracks by switch engines, as opposed to 
being “rolled” from a crest, is by no 
means dead. In many locations, rail- 
road management has determined that 
“flat” yards best suit operating condi- 
tions peculiar to a particular situation, 
and have gone ahead with up-dating 
such operations. 

A case in point is the $8% 
Deramus yard of the Kansas City 
Southern Lines, at Shreveport, La. 
Placed in service at one minute past 
midnight, on April 1, 1956, the project 
includes a new connection with the 
system’s Dallas line which reduces 
freight movements as much as 19 miles. 

Built on a 257-acre tract, Deramus 
yard was designed by the railroad to ac- 
commodate executive, administrative, 
transportation, mechanical, roadway and 
other terminal operations of the K.C.S., 
and it subsidiary, the Louisiana & Arkan- 
sas, in the Shreveport area for many 
years. The yard, which supplants opera- 
tions at a number of old yards, shops 
and offices, has a capacity of 4,480 cars 
and 134 diese] units. 


A city in itself, the new terminal has 
its own electric, water, gas, communica- 
tion, drainage and sewage systems. The 
yard proper is said to be one of the best 
lighted in the world, utilizing 1,000 watt 
mercury lamps on 35-foot poles. All 
switch lamps are electrically lighted. 

At Deramus yard, incoming freight 
trains are “sorted” on the various tracks 
for local delivery, for transfer to other 
lines, or for makeup of outgoing K.C.S.- 
L. & A. trains, with the operations de- 
signed to keep terminal time to a mini- 
mum. From an airconditioned office, the 


million 
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yardmaster has an unobstructed view of 
these operations. A two-way speaker 
system keeps him in constant touch with 
yard crews, while radiophone enables 
him to communicate with incoming ang 
outgoing trains. Also, from the yard 
office, operations on about 10 miles of 
main line are directed by a centralizeg 
traffic control system. 



















Many Projects Progressed 


These are but a few of the many yar 
modernizations which have been carrieg 
out by the nation’s railroads. Am 
others which have been reported diiring 
1956, but by no means a complete listing, 
are included: 

e@ A project on the Chicago, Bur ing. 
ton & Quincy calling for control «f 14 
interlockings on 35 miles of three-‘rack 
terminal territory, including 17 switches, 
70 cross-overs and 131 home signals, from 
a newly-developed desk-type control 
machine. 

@ An automatic electronic machine, 
installed in the Chicago communications 






















































































CARS ARE HALTED gently in classification tracks 
at Gavin Yard as they roll up to ‘skates’ placed 
on each rail. 


office of the Chicago, Rock Island & 
Pacific, expedites information on car 
movements for transmission to shippers. 

@ More efficient handling of shipments 
in the East St. Louis freight house of 
the Illinois Central is resulting from 
installation of tractor-drawn warehouse 
trailers between cars and delivery tracks. 

@ Television, installed at an icing plant 
on the Southern Pacific, gives the fore- 
man a clear view of operations 1,600 feet 
away, orders for which are given via 
radio. The Alton & Southern has also 
experimented with closed circuit TV in 
its Davis Yard. 

@ Also in 1956, the Southern Pacific cut 





























DISC JOCKEY! At Frontier Yard, clerks record 
car numbers of cars in an inbound train on an 






automatic dise recorder. Switch lists prepared 
from these are flashed by teletype to hump and 
retarder towers for the classification of the train. 
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of Any Bulk Cargo from Grain to Gravel 
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Suppose you ship iron ore, coal, petroleum coke, potash, sulphur, 


glass, pyrites, borax, pitch, rock salt, steel shavings — or any similar 
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commodity by sea from the West Coast. You are losing money if you 
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bulk loader belt. Then, in one quick, continuous motion, your ship- HARBOR HIGHLIGHTS, the Port's quarterly news 
magazine. Just write your name and address on 
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FIRST MODERN DUNNAGE METHOD CUTS COSTS, ENDS DAMAGE! 


For years the use of ordinary dunnage has resulted in millions of dollars in damage. But now U.S. Rubber has 5 
developed the SHOR-KWIK method of protecting loads with super-strong, pliable bags inflated with air. Replac- = 
ing wooden braces and steel straps, new U.S. SHOR-KWIK dunnage bags keep loads tight and damage-free shipping 
— at tremendous savings in man-hours and materials. Placed between packed cargo at vital spots and then filled roa 
with air, U.S. SHOR-KWIK bags immediately hold the load tightly in position—and continue to hold the load 

tight during transit. This reduces the damage caused by impact. These dunnage bags are so easy to handle and 

place that they cut shoring time at least 50%. SHOR-KWIK dunnage bags are so tough and durable that they 

can be used over and over again for years. Learn more about the versatility and economy of U.S. SHOR-KWIK 

dunnage—send for this informative booklet. Write: United States Rubber, P.O. Box 1453, Providence 1, R. I. 


United States Rubber 





C Worm ™ June 22, 1957 


in the first 16 tracks of its new $5,750,- 
oo radar-controlled, gravity-type yard 
at Eugene, Ore., which it says will re- 
duce transit time for loads originating in 
the Pacific northwest, and opened its 
new $¥ million radar-controlled classi- 
fication yard at Houston, Tex. The 
Soutern Railway System completed its 
new pushbutton yards at Chattanooga 
and <noxville, Tenn., and Birmingham, 
Ala. 
Benefits for Shippers 


Sk ppers and receivers benefit direct- 
ly fom improvements such as these, 
thro.gh reduction of terminal time, and 
ther: ‘ore faster delivery of their freight. 
The) also benefit indirectly through im- 
prov. ment of rail employe morale by such 
mod rnizations. What completion of 
Fron ier Yard means to the people on 
the ‘ew York Central has been stated 
by te Central this way: 

‘Ti means the painstaking planning 


ad 


needed to tie together the almost infinite 
number of elements in a modern yard. 
It means clearing away 220 acres of 
older yards on the site—moving more 
than 800,000 cubic yards of earth—laying 
75 miles of track—building the retarder 
tower and other structures—placing and 
connecting hundreds of miles of cable 
and wire—installing equipment as mas- 
sive as car retarders, as precise as the 
radar and electronic computers that 
control the retarders. 

“It means, too, the satisfaction of real 
achievement, pride in the determination 
and skill which built Frontier Yard in 
eight short months—one-third the time 
normally estimated for a project of this 
size. 

“It also means, for those who operate 
the yard, a better and more efficient 
place to work and a better opportunity 
to serve the shipping public.” 


New Terminal of Consolidated Forwarding 
Built to Expedite L.T.L. Freight Service 


Construction of a new $600,000 
Chicago terminal, with a dock 
capable of handling 2,000,000 pounds 
of freight daily, was completed re- 
cently by the Consolidated Forward- 
ing Co. The facility, company offi- 
cials said, was specifically designed 
for efficient handling of less-than- 
truckload shipments. 


Pictured here as envisioned by the 
architect, the new terminal at 5151 South 
Pulaski, is on a four-acre site, com- 
pletely fenced in a growing industrial 
area, and has dock space to accommo- 
date 45 trailers loading and unloading at 
one time. Four-wheel carts, a mechan- 
ical in-floor drag system, and lift trucks 
for heavy loads are among the ter- 
minal’s facilities for speeding cross-dock 
Operations. The installation has been 
designed and integrated for compactness, 
ease of communication, and smooth op- 
erational flow. 


Company Eyes L.T.L. Shipments 


The new facility, according to Irvin 
B. Scheibe, Consolidated president, was 
hecessary to handle a growing volume 
of small shipments his firm is handling 
in the Chicago area. Every labor-saving 
device and method that will help speed 
handling, he says, has been incorporated 
in the design. 

The 243-foot dock has 45 overhead 
docrs. A 10-foot roof canopy above the 


trailers permits peak efficiency for all- 
weather dock operations. The dock itself 
is of steel column and bar-joist construc- 
tion, and the steel roof deck is fully in- 
sulated. 

Built into the dock floor is a me- 
chanical “tow” in-floor dragline system, 
which circles the dock and operates 
continuously. Mr. Scheibe estimates that 
95 per cent of the L.T.L. freight moving 
through his firm’s Chicago terminal will 
be handled with this conveyance. 

Each truck can be accurately weighed 
just prior to its final mechanical check, 
on scales immediately outside the ga- 
rage. The garage itself is completely 
equipped for repairs and maintenance, 
with its own gasoline tanks and pumps, 
lubrication equipment and other facili- 
ties. 

Additional property adjoining the ter- 
minal ground has been purchased by 
Consolidated, and will be graded, 
fenced and paved to provide room for 
future requirements, the company says. 


After-Dark Train Photographs 


A booklet of night railroad photo- 
graphs has been published by the Norfolk 
& Western Railway. Eighteen pictures 
are included in the publication, “Night 
Trick,” single copies of which may be 
obtained free from the N. & W. maga- 
zine and advertising department, Roa- 
noke, Va. 
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colleges, universities and 
traffic organizations are 
using course materials of 
the College of Advanced 
Traffic for courses in: 


e Transportation and 
Traffic Management 


e Interstate Commerce 
Law and Practice 


e General Business and 
Transport Economics 


Many of these courses 
were organized at the re- 
quest of traffic or busi- 
ness organizations; if you 
would like the names of 
institutions near you 
which offer such courses, 
or details of how to start 
such courses where none 
are currently offered, your 
inquiry on the coupon will 
bring full details. 


College of Advanced Traffic 


22 W. Madison St., Chicago 2, Ill. 


Mr. A. E. Berendt, Registrar 
College of Advanced Traffic 
22 West Madison St. 
Chicago 2, Ill. 


(CD Please let me know the names of in- 
stitutions in my area offering the 
courses described above. 


C) Please give me information about or- 
ganizing such courses in my area. 
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Makes 
your 
shipping 
Dollar 
BIGGER! 


Save days of time... 
miles of hauling 


The advantages of the Port of Philadelphia— 
unequalled anywhere—have made it 
America’s fastest growing port. For shippers 
—export or import—it saves money, time, 
handling and hauling. Railroad cars and 
trucks roll out on the piers, permitting direct 
ship-rail, ship-truck transfer of cargo. 

Three major railroads and hundreds of truck 
lines join the port with great industrial 
centers. Add to this: modern storage and 
handling facilities, a year-round sheltered 
harbor, quicker turn-around for ships .. . 
and, exporters, don’t forget—you 

can often get your bank clearances 

faster when you ship via Philadelphia. 


For information, write: DELAWARE RIVER 

PORT AUTHORITY, Box 69, Camden 1, N. J., 

or our offices in... 

Pittsburgh: The Park Building — e 
New York: 42 Broadway COLUMBUS” PITTSBURGH 


. . . Se 
: 6 Ave. 
Chicago: 224 S. Michigan Ave ‘ WASHINGTON 


Half of America’s industries are within a ST. LOUIS 
day's train or truck haul from Philadelphia. 


Delaware River Port 


PHILADELPHIA CAMDEN TRENTON CHESTER WILMINGTON 
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In the hollow hills .. . 


Limestone Quarries Provide Unusual Warehouse Vaults 


Huge holes in mountains near Neosho 
and Kansas City serve as unique under- 
ground storage sites 


Tuose packinghouse operators 
who boast about using or selling 
“everything but the pig’s squeal” 
have been matched, for ingenuity 
and enterprise, by operators of lime- 
stone quarries near Neosho, Mo., and 
Kansas City, Kan. 

Figuratively, the quarry operators have 
sold the “squeal” of their operations. 
They have turned formerly useless holes 
in the earth into two mammoth ware- 
houses, with floor space totaling more 
than 18 acres. 

At the Neosho, Mo., location, Russell 
W. Hunt, president of the Southwest 
Lime Co., has constructed a warehouse 
within the excavated area of his under- 
ground limestone quarry. Operated by 
the Ozark Terminal Co., the warehouse 
is composed of poured concrete firewalls 
which partition the excavated area into 
“buildings,” the term employed by the 
warehouse operators to designate the 
individual storage units. At present, six 
buildings have been finished and are in 
use, covering an area of more than 


400,000 square feet of usable storage 
space. 


Massive limestone pillars in photograph above 

Gre 25 to 40 feet in diameter, support the im- 

penatrable rock roof of the Neosho cavity. Con- 

crete walls and limestone ceilings are coated 

with white paint to intensify light reflection, as 

well as to make interior surfaces uniform in 
appearance. 


By E. L. SCHROEDER 


Described as the Kansas Seven-Acre 
Deep Freezer,” the facility of the Inland 
Cold Storage Co., Inc., at Kansas City, 
Kan., similarly utilizes excavated areas 
of a limestone quarrying operation of the 
Thompson-Strauss Quarries. There, 400,- 
000 square feet have been turned into 
refrigerated warehouse space, with 360,- 
000 square feet being maintained at from 
-2° to -4° Fahrenheit, the remaining 
area at from 31° to 40° Fahrenheit. 


Temperature Constancy, ‘Dryness’ 


Dryness is the special quality that sets 
the Neosho hill apart from most caves, 
whether natural or man-made. A con- 
stant temperature in the vicinity of 60° 
Fahrenheit is a characteristic of nearly 
any excavation which goes to sufficient 
depth, but in most cases such a cave will 
be wet because of water seepage through 
the ground above. But, the hilltop which 
covers the Ozark Terminal is composed 
of solid rock, impervious to moisture 
penetrating, forming a natural, water- 
tight roof. 


The chemical quality of the rock in 
this hill was the reason for the quarrying 
operations at the site. Several thick 
layers of limestone in the core of the 
hill contained a high concentration of 
calcium carbonate. This type of lime- 
stone, after it has been burned in a 
kiln, is used by the steel industry. 
_During the quarrying operations, these 
calcium-rich layers were removed. In 
the mining process, workmen carved 
around and left standing thick rock 
pillars from 25 to 40 feet in diameter. 
These supported the roof while digging 
continued. The pillars are spaced from 
75 to 200 feet apart. 


What remains is an enormous pillared 
vault, with several entrances at one tip 


of the roughly crescent-shaped excava- 
tion. The cave entrance is high up on 
the face of the hill, approximately 75 feet 
above the water level of a nearby creek. 
The distance from floor to ceiling within 
the cave ranges from 20 to 30 feet. 

Although considerably higher than the 
so-called cold storage zone, the constant, 
moderate temperatures of this facility 
are said to have certain advantages over 
the usual warehouse climate. The keep- 
ing of quality grains, for example, is 
increased at moderate temperature, be- 
cause infestation from various kinds of 
weevils is dormant or greatly reduced. 
In the storage of seed grains, it is known 
that increased germination will result 
if the grain is stored under controlled 
temperatures, 


Custom-Tailored Humidity 


Since different commodities require 
different levels of humidity, this air- 
moisture factor must also be considered. 
Desomatic machines, which control and 
record humidity, have therefore been in- 
stalled in each storage zone. The com- 
partmentization of the storage cave per- 
mits these machines to produce a variety 
of climates, each with the desired degree 
of humidity. 

Thus, it is no trick to store cabbage, 
which is preserved best at a low relative 
humidity, and seed potatoes, which the 
growers like to keep at a high relative 
humidity, in the warehouse at the same 
time, each in the humidity best suited 
to its needs and exposing both to the 
same beneficial temperature. 


Other commodities, too, benefit from 
this type of controlled climate in storage. 
Newsprint and paper, under high tem- 
peratures, develop a curl in the texture. 
Paper bags, stored in high, fluctuating 
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Terminal Operations 


temperatures, become brittle and are 
more likely to tear. These two faults 
would not occur under the storage cop. 
ditions within the former quarry. Sven 
machinery and metal goods are less sub. 
ject to rust under a controlled humidity 
and constant temperature. In genera) 
it can be said that the “keeping” quality 
of anything can be improved under ‘hege 
conditions. 


Rail, Highway Accessibility 

A 4,000-foot spur track links the stor. 
age facility with the Kansas City S:uth. 
ern Railroad. Neosho and the tering] 
are also served by U.S. Highways 7! and 
60, which give almost immediate access 
to U.S. Highway 66 and, also tc the 
Oklahoma-St. Louis four-lane divided 
toll road (a four-lane, divided highway), 
and the Kansas Turnpike. 

The roadbed for an entrance spur ‘rack 
was dug 600 feet into the storage room 
interior, and was sunk below the exist- 
ing floor level. In effect, the tracks split 
the storage area into two parts. Rein- 
forced concrete loading docks were built 
on both sides of the tracks, extending 
its entire length, making possible the 
loading or unloading of as many as 15 
cars simultaneously, working from either 
side, and without regard for any condi- 
tion that may be occurring outside. 


A truck entrance to the huge under- 
ground warehouse is also provided. 


Operating officials point out that ad- 
ditional entrances into the underground 
quarry have been made, through which 
the limestone is presently being exca- 
vated, and that “any one of these could 
be quickly converted to transport serv- 
ice.” 

On either side of the entrance spur, 
and parallel with it, reinforced concrete 
partitions have been poured, extending 
from floor to ceiling. One of these par- 
titioned areas was again divided by a 
reinforced concrete wall crosswise to the 
other. This is the pattern that will be 
followed throughout the entire under- 
ground area, to provide a number of 
walled storage zones, each with approx- 
imating 50,000 square feet of floor space. 
Additional zones will be partitioned as 
the need for more space arises. 


Sprinkler System Available 


Some of these storage zones are equip- 
ped with a conventional sprinkler system. 
The storage user thus has the option of 
storage in the sprinkled area, at a low 
insurance rate, or space in the uwun- 
sprinkled area at a somewhat higher 
rate. 

Water supply for the sprinkler system 
is contained in a reservoir dug into the 
storage hill at its highest elevation. From 
this reservoir a large water main slopes 
underground to a point over the loading 
docks and storage zones. From there, 
it descends vertically through 100 feet 
of solid rock to the distribution lines 
below. The sprinkler system is also con- 
nected to the Neosho water supply for 
double protection. 


Water in plentiful supply is available 
from two deep wells and a nearby creek. 
The reason for the extra supply in the 
reservoir is to make the sprinkler system 
independent of any other water source. 
Once filled to capacity, the reservoir is 
said to be sufficient for “any emergency 
it is possible to control.” 
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Spur line of the Santa Fe Railroad runs directly into the ‘world’s largest underground freezer 


warehouse.’ 


For storage operations, the floor of the 
quarry has been surfaced with “ag-lime,” 
road oil, and asphalt. “Ag-lime” is the 
common term for agricultural limestone, 
a finely ground by-product of rock crush- 
ing operations. 

A thick coating of this “ag-lime” was 
used over the existing rock floor to 
smooth out any knobs and bumps that 
were present. After it was tamped and 
rolled, a coating of road oil was spread 
over the surface. This was followed by 
a thin coating of the sand-like “ag- 
lime,” and finally a finish coast of con- 
ventional highway asphalt was applied. 


To complete the interior of the storage 
chamber, pillars, concrete walls and lime- 
stone ceiling were coated with a white 
paint to intensify light reflection, as well 
as to make the interior surfaces uniform 
in appearance. 


The electrical supply system at the 
storage plant is far above the require- 
ments—enough, in fact, to satisfy the 
demands of a manufacturing plant. The 
same is true of the supply of natural gas 
available to the warehouse. 


Within the quarry, the same atmos- 
phere which makes it an ideal storage 
medium also presents a minor problem. 
For efficiency, the facility is “completely 
mechanized and _ palletized,” officials 
point out. The forklift trucks and other 
power-operated equipment utilized, they 
explain, have been adjusted to burn fuels 
that do not pollute the atmosphere with 
harmful gases. 


Room for Future Growth 

At present, six “buildings,” comprising 
400,000 square feet of storage space, have 
been finished and are in use. Meryl 
Bowman, president of the Ozark Ter- 
minal, estimates that by mid-July three 
additional “buildings,” now under con- 
struction, will be completed and in use, 
bringing the total floor area to more 
than 600,000 square feet. Some 6,000,000 
square feet of storage area will even- 
tually be available, he predicts. 

“The speed with which it can be con- 
verted to storage purposes,” he explains, 
“is dependent on the need for additional 
storage space, and the requirements of 
the steel industry, for which the calcium 
rock is destined.” 

One use of the hollow hill is being 
made by the Pet Milk Co., which leases 
some of the cave space for storing empty 
Neosho-made Pet milk cans. Produced 
in surplus during the winter, the cans 
are held for filling in the spring period 


Eighteen freight cars can be unloaded at one time. 


of “flush” milk production, when demand 
for more cans rises sharply. For its pur- 
poses, the company says, the cavity pro- 
vides excellent warehousing, adding that 
it is, “without a doubt, the most unusual 
warehouse we’ve ever used in the 71 
years of company operations.” 

“Can you picture in your mind,” asks 
the Pet Milk Magazine, “the immense 
size of 100,000 Pet cases stacked 30 high? 
It would rise to about 25 feet and cover 
several thousand square feet of floor 
space. Yet, in the vastness of Neosho’s 
underground warehouse, a 100,000-case 
stack of Pet cans seems lost and insig- 
nificant.” 


K.C.S. Eyes Traffic Potential 


In its new role as a storage area, traf- 
fic officials of the Kansas City Southern 
Railroad believe the man-made cave is 
destined to become a prominent part of 
the traffic scene along K.CS. lines. 


Coupling the fact that this facility will 
accomodate between 2,500 and 3,000 cars 
with experience that indicates a prob- 
able turnover once or twice a year, gives 
an idea of the traffic potential, says H. 
B. Halstead, freight traffic manager for 
the railroad. Flexibility of operations, 
he adds, has been enhanced through 
establishment of transit privileges. 


Many representatives of large industry 





Truck dock at the Kansas ‘Seven-Acre Deep Freezer’ lies at foot of 175-foot roof of warehouse, 
which is supported within by limestone pillars and 14-foot tensile mine roof bolts every four feet. 
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from across the country have made per. 
sonal inspections of the Neosho facility, 
he reports. One prime reason for this 
interest, he contends, is that the ware. 
house is one of the few in the U-.iteg 
States providing dry storage with con. 
stant temperatures of 60° to 65° the year 
around, plus controlled humidity. 

As an example, he cites the care of 
one corporation storing precision ma- 
chinery, to be installed later in a 
plant nearby. It has requested 4( per 
cent relative humidity, which is pro’ided 
with “no trouble at all,” Mr. Halstead 
says. Both synthetic and crude rv ber, 
requiring maintenance of a constant 69 
per cent relative humidity, are sioredg 
in an adjacent room, he adds. 


“At this time,’ says Mr. Halstead, 
“when other modes of transportation 
are making heavy inroads on rail traffic, 
the facility at Neosho can afford one 
means of bringing some traffic back to 
our rails. Our brief experience with this 
warehouse is most encouraging in this 
respect.” 


Foresight Plus Imagination 


One day, several years ago, Leonard 
Strauss, president of the Thompson- 
Strauss Quarries, paused in a walk over 
the rough stone floor of the company’s 
rock mine, a few miles west of Kansas 
City, to study the large 100-acre sub- 
terranean cave through which he was 
passing, the result of 41 years of quarry 
operations. Fourteen feet overhead was 
the ceiling, composed of rock 175 feet 
thick. At definite intervals: on all sides 
were thick columns of limestone, left 
by the miners to support the thick roof. 

“Why not?” he said, in answer to an 
idea which came to his mind. “We've 
been selling the rock; why not sell the 
hole?” 


There followed two years of research 
and planning, and another year of con- 
struction, after which Mr. Strauss’ far- 
sightedness, dreams and imagination 
were brought to fruition in the formation 
of a new Kansas corporation, which he 
now heads as president. The Inland 


Cold Storage Co. opened the doors, in 
April of 1955, to its new freezer ware- 
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housc Said to be the largest of its kind in 
the world. In the warehouse are over 
3,000,000 cubic feet of cold storage space 
at temperatures ranging from a frigid 
10 degrees below zero to a cool 45 
degrees above. 
Th re remains some 90 acres of un- 
developed space, which Mr. Strauss hopes 
) prove within the next few years. 
company’s growth has been as rapid 
ancing would permit, he explains, 
: that the “unconditional accept- 
of the frozen food industry has 
ained within the past two yr °s. 


A Dream and $1 Million 


n Mr. Strauss originally surveyed 
ipty stone quarry, he pictured the 
-aade cave, in his mind, as a 
«ing in the rough” which would cost 
ioas of dollars to duplicate. Aside 
»eing carved from solid rock, this 
ilc:ng” held a constant temperature 
degrees Fahrenheit winter and 
summer, a feature that would make it 
ideal “or refrigeration and cold storage 
urpc.-es. 
-_f idea was not new, as for many 
years the federal government and other 
commercial users had been using quar- 
ries in Kansas for storage of surplus 
food «nd machinery. But surveys made 
to determine the extent and nature of 
the cemand for mid-continent refrig- 
erated storage space indicated there was 
a serious shortage of such facilities for 
the rapidly growing frozen food industry. 
Construction was started in January 
of 1954, with a $300,000 project as the 
coal. But by the time the seven-acre 
warehouse was completed, more than $1 
million had gone into it. ; 
The “one-story” warehouse contains 
a modern and flexible refrigeration sys- 
tem, complete mechanization and pal- 
letization, humidity control, low-temper- 
ature fluorescent lighting, and complete 
fireproofing. An 18-car spur of the Santa 
Fe Railroad provides access to that line’s 
main line near its mammoth Argentine 
yards, through which connections can 
be made with 12 railroads in the Kansas 
City area. There is also a 100-car stor- 
age track available, used for purposes 
of inspections, constructive placement of 
inbound cars, and the storage of empty 
mechanical and standard refrigerator 
cars for outbound shipments. A 15- 
truck platform assures prompt handling 
for all motor carriers, with no “waiting 
your turn,” and six major truck highways 
run close to the front door. 


‘Coldly-Calculated’ Operation 


The warehouse and its operation, the 
company says, have been “coldly-calcu- 
lated” to make shippers’ problems slip 
away. Rail shipments go right inside 
on the Santa Fe’s spur, where loading 
and unloading is accomplished, to a dry, 
55-degree platform for movement to 
refrigerated areas. The truck platform, 
where everything is on one level, also 
gives immediate handling to refrigerated 
Storage. Break-up rooms, with controlled 
temperatures ranging from zero to minus 
10 degrees, are provided for large ship- 
ments. 


Refrigeration at the warehouse is pro- 
vided by a 400-ton system controlling 
temperatures in 16 storage rooms. Ac- 
cording to engineers, a foot of rock is 
€qual in insulating capacity to a one-inch 
thickness of commercial insulation ma- 
terial, used in a five-inch thickness in 
the usual “above-ground” warehouse. In 
comparison, Inland’s ability to retain 
cold, the result of its 175-foot-thick solid 
rock roof, becomes one of its biggest 
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THE RAILROAD THAT RUNS BY THE CUSTOMER’S CLOCK 


NKP Piggyback delivers 
where and when you say 


Coffee merchant, New York, has to rush his 
freshly roasted coffee to hotels, restaurants 
and stores in the Midwest. NKP Piggyback 
does precisely that. Dependable deliveries 
in Chicago and East St. Louis, for instance, 
on the second morning. 


Escalator manufacturer, New Jersey, uses 
NKP Piggyback for deliveries to a big Mid- 
west department store. Highly paid escalator 
installers, working floor by floor, got certain 
parts for certain floors on certain days — 
at the store’s unloading platforms. 


Steel fabricator, New York, makes forms 
for holding wet concrete in construction 
work. They must reach the site on time. 
That’s why his steel supplier, 1000 miles 
away, Ships via NKP Piggyback. Shipper 
and consignee always know the shipment’s 
exact location. 


Candymaker, Chicago, needs fast delivery 
to guarantee freshness. Chocolates can’t 
take heat or cold. NKP Piggyback provides 
insulated trailers, regular schedules, over- 
night service to Cleveland-Buffalo, 48 hours 
to the East Coast. 


Printer, Cleveland, prints Sunday supple- 
ments for a Midwest newspaper. They must 
arrive on an exact schedule, in time for 
collating and distribution. That’s why NKP 
Piggyback’s door-to-door service, rail safety 
and speed appeal to him. 


For more information, phone your 


local NKP representative. 


Nickel Plate Road 
Terminal Tower 


Cleveland 1, Ohio 


Nicket Pate Roao 


General 
Offices: 
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advantages. A failure of refrigeration 
equipment in most surface warehouses, 
the company points out, would mean a 
temperature rise of five degrees every 
24 hours, while at Inland, it would mean 
only three degrees in 60 days. 

“We had one tough problem,” relates 
Mr. Strauss. “Although this is a ‘dry 
cave,’ on a hot, humid day the relative 
humidity inside the undeveloped area 
may reach 85 per cent. But this moist 
air won’t get into any of our freezers or 
coolers, because their walls are insulated 
with moisture-proof material.” 


Transit Advantages 


Described as situated “a little way from 
everywhere,” the original concept was 
to operate the converted quarry as a 
storage-in-transit warehouse for pro- 
ducer’s shipping frozen foods from one 
section of the country to another. Thus, 
a good portion of the business of the 
warehouse is concentrated on in-transit 
storage. 

“Inland’s location in the heart of 
America,” the company says, “makes it 
possible for shippers to take full advan- 
tage of in-transit rate privileges.” 

Far-off processors are now shipping 
their products to the Kansas City 
warehouse, where they are unloaded and 
stored until market conditions are fa- 
vorable for shipping on to destination. 
Thereby they gain an advantage in 
proximity to markets over products 
held in a producing area farther from 
the ultimate market, and so long as 
there is no back-haul, no more freight 
is paid than if the goods were shipped 
direct. 

Although designed as a transit-ware- 
house, a good deal of business has also 
been developed in the immediate area. 
The warehouse has served as a frozen 
food distribution point for all Army, 
Navy and Air Force installations within 
a 400-mile radius of Kansas City, and as 
a freezer storage warehouse for some 
82 A & P grocery stores in a three-state 
area. 


In addition to the refrigerated storage 
space, the company plans to offer a blast- 
freezing service to producers who want 
to ship in their fresh produce, quick- 
freeze it, and store it for market—a plan 
thought to be especially attractive to 
the meat-packing and dairy industries. 
The capacity of the blast-freezing unit 
will be 60,000 pounds a day. 


Small Start, Rapid Growth 


When Inland opened the doors to its 
immense ice-box, it didn’t have a single 
customer. One of the firm’s first patrons 
was a Kansas City beer dealer whose 
warehouse had been destroyed by fire. 
But business picked up rapidly, and six 
months later the company’s cold storage 
rooms were filled to within 80 per cent 
of capacity. 

“In the early part of January, 1955” 
recalls V. E. Gray, traffic manager for 
the warehouse, “we received our first in- 
bound shipment of frozen concentrated 
alfalfa in 50-pound drums. At that time, 
this one lone shipment looked very small 
in the larger freezer room. Since that 
date, we have ‘handled,’ as the expression 
goes, everything from ‘soup to nuts’. A 
few items on our list include peonies, 
frozen citrus juice, vegetables, fruit, fresh 
and frozen meats, butter, cheese, dried 
whole eggs, beer hops, plastic components, 


soldiers’ rations, and many others too 
numerous to mention. 

“Development and expansion has been 
very rapid. Trained personnel have ac- 
cepted their responsibilities, and the fast 
handling of carload and truckload lots, 
with the most modern warehousing 
equipment, such as electric and gas-op- 
erated forklift trucks, tractors and 
trailers, and the carrying of palletloads 
to and from the various storage rooms, 
reminds you of the activity of a beehive. 

“The traffic department—along with 
our other departments—has kept pace, 
planning for the arrivals and departures 
of the ever-increasing numbers of cars, 
trucks, and express shipments from and 
to all corners of the United States, 
Canada, the far east, the Antarctic, 
Europe, and South America.” 

To date, reports Mr. Gray, the ware- 
house has “handled” 3,261 carloads and 
2,044 truckloads at its rail and truck 
docks. Since the first day of operation, 
the largest number of shipments han- 
dled in one day has been 21 carloads and 
approximately 32 trucks of various sizes, 
in and out. 

“We have proved without a question of 
doubt,” says Mr. Strauss, “that under- 
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ground space is both economical ang 
practical. We have been able to offer 
tremendous savings in storage rates to 
the industry, because of the substanti 

smaller initial investment required to de. 
velop freezer space of this type, as 
against the cost of developing conven. 
tional-type freezer space above gro'ind,” 


Natural Bombproof Shelters 


Apart from their unique storage cuali- 
fications, both the Kansas City and 
Neosho warehouses can be considered of 
prime importance as defense distribution 
centers for the midwest area. Topped 
by hills of rock, they are for all practica] 
purposes impenetrable, affording :axi- 
mum protection against enemy attack, 

Referring to the interest of industria] 
representatives in the Neosho facility, 
Mr. Halstead points out that, aside from 
being attracted by its ability-to ade. 
quately store diversified commodcities, 
many companies are alert to the possi- 
bility of needing storage safe from hostile 
attack, including fallout from nuclear 
weapons. 

Thus, as the rock moves out from ‘hese 
midwestern hills, the goods and products 
of the nation will move in, and the once 
hollow hills will never again be empty. 


New Home Office, Terminal Buildings Give 
Denver Chicago Trucking Co. ‘Elbow Room’ 


(From Chicago Bureau of Traffic World) 


Just completed is the $1142 million 
home office and terminal of the 
Denver Chicago Trucking Co., at 
Denver, Colo. The brand-new fa- 
cility replaces previous company 
quarters which had been squeezed 
into Denver’s market area, and af- 
fords “elbow room” on 15 acres at 
the northeast outskirts of the city. 


Traffic officials representing industry 
from all parts of the nation, members of 
the press, and the public were invited 
by the company to inspect the new in- 
stallation on June 22. Denver Chicago 
said that its new office and terminal 
represented the realization of a plan 
which had been several years in the 
making and that completion of these 
buildings constituted an important 
milestone in a quarter century of history 
marked by “vigorous growth.” From 
this “nerve center,” the company will 


control almost 1,800 vehicles moving 
over the 7,600 miles of routes in its 
coast-to-coast system and hauling over 
5,000,000 pounds of freight upwards of 
160,000 miles daily between New York, 
Los Angeles and Seattle. 

“We're proud of our facility,” says 
George J. Kolowich, Jr., president of 
Denver Chicago, “because it will mean 
even better and faster service to our 
customers from coast-to-coast.” 

Thus far in its relatively short history, 
he said, the company had outgrown 
several terminals and for a long time had 
been cramped for space at its former 
location in Denver’s market area. The 
new site, in addition to being removed 
from heavy downtown traffic, is adjacent 
to the major transcontinental highways 
leading in and out of Denver, and here, 
says Mr. Kolowich, his “fast growing” 
organization will have the “elbow room” 
it needs. 


Architecturally advanced in design, the 
new structures are constructed of rein- 





Left, nerve center of Denver Chicago’s new $1,500,000 Denver facility is this architecturally-advanced 

two-story headquerters building housing executives and general offices. Right, completely modern 

terminal building accommodates 71 trucks at roofed-over, all-weather docks, is ideally located for 
easy access to major highways in and out of Denver. 
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left, r achine shop can rebuild all component unit parts, handles up to five major tractor engine overhauls at one time. At right, terminal works around 
the clock, has 30,646 square feet of dock area, plus 672’ Towveyor to simplify and speed sorting and loading of freight moving between Denver and 


force! concrete, glass, steel and brick, 
contain over 125,000 square feet of floor 
space. They include a two-story office 
building, terminal, fleets maintenance 
shop, and dispatcher’s office. Of rein- 
force, pre-stressed concrete, the multi- 
gable’ “saw-tooth” roofs are supported 
primarily by outer walls, eliminating 
many interior support pillars or weight- 
bearing partitions, thus permitting maxi- 
mum utility of floor area, flexibility of 
space layout, and good lighting on all 
sides of the building. 

Within the two-story headquarters are 
executive offices, space for administrative 
personnel, and all the other operations 
essential to the company’s freight- 
hauling services. Attractively decorated, 
the offices are completely air-condi- 
tioned. Employes work to soft music, 


both coasts. 


which is “piped” to all parts of the 
building. 

“Pleasant working conditions and 
attention to the well-being of employes,” 
contends Mr. Kolowich, “account in part 
for an outstanding record of individual 
performance, loyalty and long service.” 

The modern, 33,000-square-foot termi- 
nal boasts accommodations for 71 trucks 
at roofed-over, all-weather docks. Sort- 
ing and loading of shipments is speeded 
by a 672-foot Towveyor circling the dock 
area. 

The job of keeping the “D-C” fleet of 
trucks and trailers in top operating con- 
dition is efficiently handled in the 52,000- 
square-foot fleet maintenance shop. A 
unique feature of this building is a 
centrally-located, glassed-in and ele- 
vated office, from which the supervisory 


staff can see all parts of the completely 
equipped shop. 

In this shop, maintenance personnel 
work around the clock, seven days a 
week, to keep the company’s road units 
rolling, company Officials say. Jobs per- 
formed run from routine servicing all 
the way to complete overhaul and engine 
rebuilding. 

To service big highway rigs calls for 
space, they point out. In D-C’s shops, 
10 tractor-trailer units can be handled 
in the rebuilt area, while as many as five 
tractors may simultaneously be under- 
going an engine overhaul. Also, there 
is room for 16 more tractors for non- 
routine service, inspection or tire chang- 
ing. 

Keeping tab on 1,800 units is a siz- 
able job, so maintenance office personnel 


seen in 


SHIPPED VIA THE PORT OF LAKE CHARLES 


Take a look on the docks anywhere in the world, and you will find cargo routed 
through Port of Lake Charles. Equal freight rates, excellent stevedoring, and the 
most modern cargo handling facilities are just a few of the advantages enjoyed 
by more and more progressive shippers. 


Next time you are shipping to or from mid-continent USA mark your cargo “via 


Port of Lake Charles”! 


For rate information, write E. J. Christman, Port Director, P. O. Box 1362, Lake 


Charles, Louisiana. 


Shipping lines serving Caribbean from the 


Port of Lake Charles: 


Cubamar; Garcia; Grancolombiana; Lykes; West Lines. 





BREAK THAT 





If you regularly address 5 
or more cartons per shipment 


... you can save money and avoid costly 
errors by addressing multiple shipments 
as a by-product of office procedure. 


Addressing with IBM machine or typewriter 
You can prepare STEN-C-LABLS at the 
same time as your invoice, order or bill 
of lading, whatever your procedure or 
equipment—manual or electric type- 
writers, electric billing or accounting 
machines, Card-o-type, Teletype or 
Flexowriter. 


Imprinting direct to carton and gummed labels 
Shipping department makes unlimited 
impressions with STEN-C-LaBL Appli- 
cator direct to PANL-LABL on carton or 
to printed gummed labels or tags. All 
addressing errors, mis-shipments and 
repetitive writing are eliminated. 


Choose the style that 


fits into your operation... 


Also available in a large number of 
different sizes: 
Blank STEN-C-LABL to 


imprint on gummed la- 
bels, tags or PANL- 


LABLS. > ——__—________- 
wer 

Stock ''Ship To’’ STEN- | 

C-LABL direct to carton 


—no gummed labels. 


Special die-impressed pecs Some | 
STEN-C-LABL includes 1 
your name and adress 


—direct to carton. 





Above also available in continuous form 
for use in separate writing. 


Thousands of dollars are 


being saved by present users 
mail today for details 


STEN -C-LABL, Inc. 


Dept. TW-6, 2285 University Ave., St. Paul 14, Minn. 


Please send me FREE BROCHURE on saving 
with Sren-C-LABLs. 


Name 





Company 





Address 


City State 
Protected U. S. Patent No. 2,711,026, 








keep a detailed account on the condition 
of each piece of equipment. Files record 
mileage, routine service and inspections, 
repairs, rebuilding and overhaul, and 
serve to alert the staff to the need for 
calling units in for preventive, as well 
as major services. 


Rapid Expansion 
The growth and expansion of Denver 
Chicago Trucking Co. has been rapid, 
and is revealed in figures reflecting this 
growth over the last 10 years. Total 
revenue skyrocketed from $4,347,051 in 
1946 to $26,222,579 in 1956. Freight 


TRAFFIC Wort 


hauled grew from 112,414 tons in 194 
to 422,603 tons last year. Miles traveleg 
showed a corresponding increase, from 
12,830,648 miles in 1946 to 48,269,481 mile 
in 1956, and equipment from 464 pieces 
to the present fleet of nearly 1,800 units 

The company is not content with its 
position and is making plans for cop. 
tinued growth. Challenged with « gog) 
of $32 million in revenue in 195", the 
company’s staff is already well on its way 
toward making this a reality. Revenye 
of $7,818,813 is shown for the stat: ment 
covering the first three months 0° this 
year. 


Viking Freight Co. Terminals ‘Revamped, 
At St. Louis and Chicago, for Efficiency 


This is the new terminal of Viking Freight Co. at St. Louis, Mo. 


Eighty per cent of the freight 
handled at the St. Louis and Chi- 
cago terminals of the Viking Freight 
Co. is now being loaded faster and 
getting “on the road” several hours 
ahead of previous schedules, as a 
result of recommendations of engi- 
neers and the revamping of terminal 
facilities, company officials report. 


Outside engineers were called into 
Viking’s terminals at St. Louis, Mo., and 
Chicago, Ill., to study methods employed 
in moving and handling cargo, an ex- 
ecutive of Viking said. After eight weeks 
of intensive study, several major changes 
were made: 

@ Modern four-wheel carts were in- 
stalled to keep freight on wheels and 
eliminate double handling. Shipments 
are now kept together and intact. 

@ Cities were sectioned into pickup 
and delivery zones, and each zone was 
assigned a code number for quick refer- 
ence in routing pickup drivers and city 
deliveries. 

e@ A pre-routing method was established 
so that inbound shipments are routed 
for loading direct from inbound road to 
city delivery trailers without docking, 
thus eliminating storage on docks and 
resulting in faster early morning de- 
liveries. 

“Now,” say company officials, “80 per- 
cent of Viking’s freight is loaded direct 
from receiving doors into road vans. As 
a result, trailers are assembled and loaded 
faster, and are out on the road several 
hours ahead of previous schedules. Over- 
all service has been stepped-up consider- 
ably, with a saving in time of several 
hours on all runs.” 


Realizing that shortages and damages 
breed in congested terminals, Viking has 
been in a consistent terminal expansion 
program since the end of World War II, 
says the company. Year by year, new 
modern terminals have been constructed 
and buildings have been remodeled over 
the entire system. 


A 54-door terminal, on a site com- 
prising an entire city block, has been 
built at St. Louis. Twenty additional 
doors have been added to the Chicago 
terminal, where numerous adjacent 
buildings were purchased and wrecked 
to add yard space. New modern ter- 
minals have been built at Tulsa, Okla. 
Indianapolis, Ind., Ordill, Ill., Nashville, 
Tenn., New Orleans, La., and Greenville, 
Miss. 


On the drawing board are plans for 4 
new 66-door terminal on an 1l-acre tract 
at Memphis, Tenn., to house the com- 
bined operations of Viking and its sub- 
sidiary, Cook Truck Lines. Planned 
there are such modern facilities as 4 
floor drag line, pneumatic tubes systems, 
and up-to-date maintenance facilities, 
including a dynamometer apparatus for 
accurate measurement of engine efl- 
ciency. Construction at Memphis, the 
company reports, will start within a few 
months. 


For future expansion, Viking has pul- 
chased several parcels of property in St. 
Louis where, after wrecking numerous 
old buildings and clearing land, an 80- 
door terminal will be built on an 1l- 
acre tract. Plans call for embodiment 
in the new terminal of modern freight 
handling methods and maintenance fa- 
cilities equal to those of the Memphis 
installation. 
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One of a series of advertisements featuring those in our organization whee 
pleasant duty it is to present our service to shippers. ql ( | | 


W. D. “BILL” BURCH began work for the L&A 
after graduation from Arkansas University and joined 
KCS in 1934. He has represented the system in traffic 
and executive positions at Shreveport, La., Oklahoma 
City and Tulsa, Okla., Detroit, Mich., Kansas City, Mo., 
Houston, Tex., Washington, D. C., and New Orleans, 
where he has been executive general agent since 1942. 
Active in civic, club and church affairs, he likes golf and 
bridge for recreation. 





WILLIAM C. SCHMIDT: Assistant 






































has been general agent since 1942. A New 
Orleans booster, he is active in chamber of 
commerce, club and church affairs. Gar- 
dening and outdoor sports are his pastimes. 


major factor in the petroleum and 
chemical industries. 














| executive general agent, New Orleans, 
| May 1, 1957, after 25 years traffic, KCS 
Lines. General agent, Beaumont, Texas, 
NEV’ ORLEANS—the nation’s second 1952-57. 3 years Army Air Force; past 
port. continues its phenomenal industrial president, Beaumont Transportation club. 
grov ‘1. In the past decade almost a | Likes golf, gardening. 
billic. dollars have been invested in new 
ponte Coes, LEO J. ROSENTRETER came up via 
a Long a top producer of sugar and molasses, ey ee > lang — o 
eo and ‘heir by-products, the area now is a 0. 





More than 4,000 ships annually take and 

deliver cargo at the many miles of wharves 
and docks of the port. New Orleans, too, 

is a primary tourist city, with its historic 

French Quarter an attraction that impels 

the visitor to return again and again. 





STEPHEN F. BROWNE was a freight 
agent for the L&A and Mississippi Central 
at New Orleans, 1926 until 1929, when 
appointed commercial agent for latter. 
In 1936 returned to L&A as commercial 































‘ , agent and continued that sition with 
age Our New Orleans territory also includes KCS Lines. The trallic club =a his church 
aie se : “n iain Mississippi, Louisiana healt from his talentn. 

and Florida. 
sd over 


WILFRED A. HARDY took first rail- 


As executive general agent, William D. road job offered him—with KCS Lines in 





































> com- Burch’s responsibility extends to all 1941—no other endeavor could satisfy 
s been company interests at New Orleans. And him! Served in Army Air Force two years, 
litional he speaks for all of us in his appreciation was discharged a sergeant. City freight 
yhicago for the generous support given our agent, New Orleans, since 1953. Liking for 
—_ system by shippers in the New Orleans his work extends to model railroading. 
yvrecked territory. 

















e JOHN M. BRENNAN, JR. began as 

shville ee chief clerk in the KCS New Orleans office 

enville J.W. SCOTT, in 1928 and has devoted his entire service 
Traffic to the traffic department. In 1939 he was 

KANSAS CITY 5. MO. promoted to city freight agent, and he has 

s for a , been traveling freight agent since 1946. 

re tract Besides church and Masonic activities, he 

e com- likes fishing and woodworking. 

ts sub- 

-lanned JOSEPH J. LEE worked for GM&O 

S as & and Milwaukee Road before coming to 

ystems, KCS as city freight agent, New Orleans, 

cilities, 1953. In the Navy, World War II; is a 

‘tus for member of the American Legion, Export 

ie effi- Managers Club and the Traffic Club. ohh 

iis, = Bowling, fishing, boating are his interests. od, 

n a Tew 

as pur- 

y in St. 

merous 

an = 

an ll- 

ssiment JOUR NEW ORLEANS OFFICE-702-708 UNITED FRUIT BLDG. 

freight Phone MAgnolia 2783-86 
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Terminal No. 1 offers the most versatile general New DIRECT monthly sailings of fast modern cargo 
GD I aS Cae Gaee. vessels from Portland to the Orient reduce transit time 
PS 7 . to Japanese markets. Convenient departures from ter- 
| minals of the Commission of Public Docks enable you 
to reach your Japanese markets faster at lower cost. 
The Commission of Public Docks, marine terminal 
facilities are among the finest, most modern, and most 
efficient on the Pacific Coast. Modern transit warehouses, 
direct transit trackage, spacious truck tailgate areas, and 
ample berths mean faster, safer handling of your ship- 
ments. For rapid loading and discharge of bulk cargoes, 
the Commission of Public Docks’ conveyors, gantry 
cranes, open storage and truck and rail facilities are the 
finest in the West. Combine the fast, direct sailings with 
economical terminal services and route your Japanese 
Modern cargo sheds constructed to provide orderly shipments via the Commission of Public Docks, Portland, 
storage and efficient cargo handling. Oregon. Write for information. 
regon rite 
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Wide covered 
platforms afford ample 
space for receiving 
and delivery to truck 
and rail cars, 


Wide aprons and double tracks assure efficient 
handling to and from vessels. 


TU ee eR 3070 N. W 
Front Ave 
PORTLAND, OREGON Portland, Ore. 


“The Columbia River Thos. P. Guerin 
Gateway to the World"’ Gen. Mgr 
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i delivery to the western 








anything can be 


“well stacked’ 
or shipped on EMI racks 



















fe of the knowledge and é 

jained through these years Big or little, strong or fragile, 

terminal operations, Encinal : ? 

{tract with the government anything stacks or ships better on 

poeyg yhoo ype ren EMI quality racks. They 
protect stock, cut handling costs 


port of Guam. This port 
and speed inventory. 









‘service is now available to 
hhout the world. 
& developed a six-point plan 
hg a losing operation into 
@ne—a plan involving reduc- 
/and improvement of service 
} lines as well as to shippers 
Ges. 
‘items of the port improve- 
offered by Encinal Ter- 
een stated as follows: 
in a top Encinal operating 


































EMI RACKS are made of strong, 
tubular steel and are adjustable to fit 
any space or unit load. Special 

racks designed to your specifications 
with field engineering 

service on any installation. 
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before you plan additional storage 
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or shipping equipment. 
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Well Stacked Racks for Industry 
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21554 HOOVER ROAD DETROIT 5, MICHIGAN 
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Terminal No. 1 offers the most versatile general New DIRECT monthly sailings of fast modern cargo F 
eange: SEHas on Sie Haein Geaw, vessels from Portland to the Orient reduce transit time 
to Japanese markets. Convenient departures from ter- 
minals of the Commission of Public Docks enable you 
to reach your Japanese markets faster at lower cost. 

The Commission of Public Docks, marine terminal 
facilities are among the finest, most modern, and most 
efficient on the Pacific Coast. Modern transit warehouses, 
direct transit trackage, spacious truck tailgate areas, and 
ample berths mean faster, safer handling of your ship- 
ments. For rapid loading and discharge of bulk cargoes, 
the Commission of Public Docks’ conveyors, gantry 
cranes, open storage and truck and rail facilities are the 
finest in the West. Combine the fast, direct sailings with 
economical terminal services and route your Japanese 
shipments via the Commission of Public Docks, Portland, 
Oregon. Write for information. 


Modern cargo sheds constructed to provide orderly 
storage and efficient cargo handling. 


Wide covered 
platforms aff 
space for rece 
and delivery 
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Wide aprons and double tracks assure efficient 
handling to and from vessels. 


Commission of Public Docks 


PORTLAND, OREGON 


“The Columbia River 
Gateway to the Worild"’ 
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Terminal Operations | Stacking Problem? call EMI 


Encinal Terminals Serves 
Over 700 Ships a Year at 
its 10 Deep-Water Berths 


(Special Correspondence to Traffic World) 


‘a half century ago, Encinal 
ials, of Alameda and Oakland, 
was only a basin dredged out 
Oakland estuary of San Fran- 

) Bay. This basin was dredged 
‘commodate the square-rigged 
of the old Alaska Packers’ 


957, Encinal Terminals is one of 
est privately-owned port facilities 
country. At the outset, Encinal 
only a few ships. It now attracts 
00 vessels every year from the 
ommercial nations, Sixty-six ma- 
s‘eamer line services move over 
0 tons of cargo through Encinal’s 
»-water berths each year. Three 
transcontinental railroads give 
connection to local and interior 


addition to the services in connec- 
with marine terminal operation— 5 
iding and unloading, storage, pal- anything can be 
izing, weighing, stenciling, strapping, 
etc—lncinal offers warehousing of mer- | 4 ! ? 
chandise, trucking, and distribution. W go aay a . = 
With over 750,000 square feet of modern 
warehouse space, Encinal is able to serv- “ 
ice scores Of manufacturers, using these 
facilities to minimize costs of storage, or shipped on EMI racks 
shipping and delivery to the western 
markets. 
Making use of the knowledge and 
experience gained through these years Big or little, strong or fragile, 
of profitable terminal operations, Encinal : . 
is under contract with the government anything stacks or ships better on 
of Guam, through the U.S. Department ali 
of Interior, for the operation of the EMI quality racks. They 
commercial port of Guam. This port protect stock, cut handling costs 


development service is now available to . 
ports throughout the world. and speed inventory. 


Encinal has developed a six-point plan 
for converting a losing operation into EMI RACKS are made of strong, 
a profitable one—a plan involving reduc- 


tion of rates and improvement of service tubular steel and are adjustable to fit 
to steamship lines as well as to shippers ° : 
and consignees. any space or unit load. Special 


The main items of the port improve- racks designed to your specifications 
ment program offered by Encinal Ter- : . : 
minals have been stated as follows: with field engineering 

“(a) Maintain a top Encinal operating service on any installation. 
man on the job at the contract port; 

(b) train nationals of the country to ’ ; 

understand their role in port operation; Write for our illustrated catalog 
(c) establish office procedures for effi- ? a-s 

cient operation; (d) maintain cost rec- before ae plan additional none 
ords for establishment of rates; (e) act space or the purchase of stacking 
aS consultants and advisors in layout hings . t 
of dock and warehouse facilities, and or shipping equipment. 

f) preparation of manuals for operation 
and office procedures.” 


(Photograph on following page) Well Stacked Racks for Industr y 
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REPRINTS... 


| Reprints of Traffic World feature and 
news material can now be obtained at 
nominal cost 
Traffic World Reprint Dept. G j 
815 Washington Building, P| e * ve ca 


Washington 5, D.C. 21554 HOOVER ROAD DETROIT 5, MICHIGAN 
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Activities of Encinal Terminals are not confined to the large area embraced by the dotted line on this aerial view of the Oakland-Alameda (Calif) 
port. The firm also operates two facilities in the Outer Harbor of Oakland. 


Cotton Belt Road to Build 
Electronic Switching Yard 


The first “electronic” switching yard 
on the St. Louis Southwestern Railway 
is scheduled for completion at Pine 
Bluff, Ark., in mid-1959, according to 


H. J. McKenzie, Cotton Belt president. 


The new gravity yard, Mr. McKenzie 
says, will cost an estimated $5.5 
million, will have 28 classification tracks 
with a total capacity of 1,300 cars, and 
will be so designed as to permit future 
expansion, In the yard, electronic com- 
puters will control car retarders, through 


the use of automatically received i. 
formation on weather, wind, speed ani 
other factors, so that cars will be slowed 
to speeds assuring gentle coupling. 


Mr. McKenzie said that it was @& 
pected that a portion of the new yan 
would be in operation by the end of 
1958. 


AMERICAN PRESIDENT LINES Mission Rock Terminal 


One of the Largest and Most Modern Terminals in the World 


Advanced facilities at Mission Rock Termi- 
nal in San Francisco include provision for 
tailgate pickup and delivery at all sheds; 
traffic-planned roadways, rail service and 
berthing facilities; and the security protec- 


tion of a centralized, completely enclosed 
working and storage area. American Presi- 
dent Lines’ skilled personnel at Mission 
Rock have helped make this terminal one 
that is praised throughout the world. 


AMERICAN PRESIDENT LINES «+ General Offices: 311 California St., San Francisco 4 
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...increasing productivity without adding personnel! 


Management men in every industry are 
giving productivity and profits—as well 
as personnel—a lift by integrating 
fowmotor mass-handling in all oper- 
ations from receiving to delivery. 
Every department benefits. More 
work gets done. And you don’t need 
more men to do it because Towmotor 
fork lift truck operators are finding it’s 
jun to multiply the handling of ma- 
terials aided by 12 new Towmotor im- 
provements like these: 
* New functional body styling 
* New pace-setting comfort features 


» New “tight-spot” maneuverability 
* New centralized easy-reach controls 
+ New positive-response hydraulic lift 
* Towmotor-improved power steering 
Some of the industry’s most signifi- 
cant advances in fork lift truck design 
and performance are shown in Tow- 
motor’s latest bulletin #SP-23. See how 


Leaders for 38 years 
in building Fork Lift Trucks 
and Tractors 


TOWMOTOR 


THE ONE-MAN-GANG 


they help supplement your personnel-- 
permit your men to do a bigger day’s 
work easier—give each operator the 
power to improve your plant’s pro- 
ductivity and profits. 

Write Towmotor Corporation, 
Cleveland 10, Ohio. We'll send the 
illustrated booklet immediately. 


INGE 


®) 


Gerlinger Carrier Company, Dallas, Oregon is a subsidiary of Towmotor Corporation, Cleveland, Ohio 
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Activities of Encinal Terminals are not confined to the large area embraced by the dotted line on this aerial view of the Oakland-Alameda (Calif) 
port. The firm also operates two facilities in the Outer Harbor of Oakland. 


Cotton Belt Road to Build 


Electronic Switching Yard 


The first “electronic” switching yard 
on the St. Louis Southwestern Railway 
is scheduled for completion at Pine 
Bluff, Ark., in mid-1959, according to 


H. J. McKenzie, Cotton Belt president. 


The new gravity yard, Mr. McKenzie 
says, will cost an _ estimated $5.5 
million, will have 28 classification tracks 
with a total capacity of 1,300 cars, and 
will be so designed as to permit future 
expansion. In the yard, electronic com- 
puters will control car retarders, through 


the use of automatically received h- 
formation on weather, wind, speed ani 
other factors, so that cars will be slowed 
to speeds assuring gentle coupling. 


Mr. McKenzie said that it was @& 
pected that a portion of the new yan 
would be in operation by the end of 
1958. 


AMERICAN PRESIDENT LINES Mission Rock Terminal 


One of the Largest and Most Modern Terminals in the World 


Advanced facilities at Mission Rock Termi- 
nal in San Francisco include provision for 
tailgate pickup and delivery at all sheds; 
traffic-planned roadways, rail service and 
berthing facilities; and the security protec- 


tion of a centralized, completely enclosed 
working and storage area. American Presi- 
dent Lines’ skilled personnel at Mission 
Rock have helped make this terminal one 
that is praised throughout the world. 


AMERICAN PRESIDENT LINES « General Offices: 311 California St., San Francisco 4 
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...inereasing productivity without adding personnel! 


Management men in every industry are 
giving productivity and profits—as well 
as personnel—a lift by integrating 
fowmotor mass-handling in all oper- 
ations from receiving to delivery. 
Every department benefits. More 
work gets done. And you don’t need 
more men to do it because Towmotor 
fork lift truck operators are finding it’s 
fun to multiply the handling of ma- 
terials aided by 12 new Towmotor im- 
provements like these: 
* New functional body styling 
* New pace-setting comfort features 


* New “tight-spot” maneuverability 
« New centralized easy-reach controls 
+ New positive-response hydraulic lift 
* Towmotor-improved power steering 
Some of the industry’s most signifi- 
cant advances in fork lift truck design 
and performance are shown in Tow- 
motor’s latest bulletin #SP-23. See how 


Leaders for 38 years 
in building Fork Lift Trucks 
and Tractors 


TOWMOTOR 


THE ONE-MAN-GANG 


they help supplement your personnel— 
permit your men to do a bigger day’s 
work easier—give each operator the 
power to improve your plant’s pro- 
ductivity and profits. 

Write Towmotor Corporation, 
Cleveland 10, Ohio. We'll send the 
illustrated booklet immediately. 


o GERUNGER 


® 


Gerlinger Carrier Company, Dallas, Oregon is a subsidiary of Towmotor Corporation, Cleveland, Ohio 
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Terminal Operations 


Service for Shippers in Mind--- 


By STAN HAMILTON 


GREATER SPEED and Ease in Shipping, Not Only in Flying 
Time but in Pickup and Delivery, Are Major Goals Set by 


Air Cargo, Inc. 


ALREADY offering swiftness in 
cargo handling and delivery and 
ease via air transportation and its 
door-to-door service, Air Cargo, Inc., 
is looking ahead to even faster serv- 
ice with the anticipated develop- 
ment of planes capable of carrying 
pay loads of 40,000 or more pounds at 
sensible per-ton rates and the ad- 
vent of jet aircraft. 

Officials of Air Cargo, which is wholly 
owned by 28 scheduled airlines of the 
United States, say that shippers in in- 
creasing number are transporting more 


and varied commodities by Air Cargo. 
Rarely is Air Cargo unable to handle 


any shipment offered to it, according to 
its director of cartage services, Robert W. 
Hopes, who says the necessity of declin- 
ing a commodity has “practically been 
eliminated.” 


Packing Needs ‘Less Strict’ 


“Our packing requirements are far less 
strict than those of other carriers, motor 
or rail,” said Mr. Hopes, who has his 
offices at Air Cargo’s headquarters in the 
Allegheny Airlines hangar at National 
Airport in Washington, D.C. “That’s 
because we have found that air ship- 
ments are not subject to the same dam- 
age. There is much less bouncing and 
jolting and everything is firmly fastened; 
hence, we don’t have to require such 
rigid packaging methods.” 


With an average of more than 6,000 tons of cargo processed per month by the 27 air lines which 
serve New York City, this new five-building cargo center shown above has been set up at Inter- 
national (Idlewild) Airport by Air Cargo, Inc. The ‘nerve center’ of the operation is the cargo 
service building (center), which is tenanted by 30 freight forwarders and custom brokers, the 
cargo inspection agencies of the federal government and three pickup-and-delivery cartage com- 
panies. There are more than 5,000 square feet of area in the five buildings, which serve the 


three airports in the New York area. 


Air Cargo maintains use of more than 45 trucks in the 


metropolitan area of New York City and many more in the suburban areas. This photograph was 
taken at an altitude of 700 feet. 


And the length of time between con- 
signment and delivery has been pared, 
as well, in the little more than a decade 
since Air Cargo began its pickup-and- 
delivery service, according to Mr. Hopes. 

“At all major cities,’ Mr. Hopes said, 
“we are striving for and have been suc- 
cessful in most instances, of a new stand- 
ard, developed in the last year. Now, 
anything received at the airport in the 
morning is delivered by noon or 1 pm. 
The same is true of shipments picked 
up by our trucks, which now have them 
at the airport, ready to be sent on, by 
early afternoon. This has become our 
standard of service.” 


In the first few years of Air Cargo’s 
operation, he explained, what was picked 
up in the day was guaranteed, usually, 
for delivery to the airport that night. 

Another recent development, he said, 
was the “practical elimination of the 
‘telephone cut-off hour’ at most cities.” 


Movement Is Speeded 
Formerly, he said, shippers had t 
notify the airlines, which meant Ai 
Cargo, by 3 p.m. if they desired to have 
a shipment picked up for delivery to the 





blanket of 
SHIPPING CONVENIENCE 


Baltimore and Ohio Chicago Terminal Railroad serves 
more than 400 square miles of the Chicago Switching 
District. Its vast, efficient belt line service includes 53 con- 
nections with 32 other railroads. All road-haul carriers 
entering the district from any direction meet the B&OCT 
at some interchange point. 


Unusually prompt, coordinated scheduling saves time for 
shippers and receivers of dead-freight on movements 
requiring interchange from one road-haul railroad to 
another in Chicago. Traffic from any line of origin benefits 
from complete passing records and train consists relayed 
by modern teletype. B&OCT is the shipper’s key to on-time 
departure or delivery at Chicago ! 


B&OCT plays an important, active part in serving 5000 
industrial plants within the Chicago Switching District, 
including 400 plants it serves direct. Naturally, its trackage 
makes an ideal location for any plant or warehouse requir- 
ing widespread product distribution. A number of desirable 
plant sites are available on line, for all types of industry. 


Get all the facts about B&OCT—Ask our man! 
sually, 
Consult any B&O Freight Representative or for information in Chicago phone or 


write B&OCT Traffic Department, Grand Central Station, Chicago 7, Illinois. 
Telephone WAbash 2-221], Ext. 288-35]. 


THE BALTIMORE & OHIO CHICAGO TERMINAL RAILROAD 


(BALTIMORE & OHIO SYSTEM) 





MONON 


Softly Renming! 


The name “Monon” is actually an 
old Indian word. Translation: “Swiftly 
Running”. And it's never been truer! 
New Monon equipment, continuous 
and painstaking maintenance, and 
meticulous care of every shipment 
mean you get dependable, trouble- 
free shipping every time—swiftly! Try 
us—you'll discover that it pays to ship 
on the swiftly running Monon! 


© 
MONON 
“ RAILROAD 


THE HOOSIER LINE 


MU 


Basic information for the begin- 
ner and a broader understanding 


for the professional 


INDUSTRIAL TRAFFIC 
MANAGEMENT 


By G. Lloyd Wilson 


Practical and authoritative infor- 
mation that you need to meet the 
every day problems of traffic man- 
agement. 36 Chapters Include— 


Traffic Management in Modern Industry— 
Shipping Documents—Supervision of Receiving 
—Plant Transportation Management—Manage- 
ment of Marine Facilities—Local Motor Trans- 
portation Management—Rates and Traffic Man- 
agement—Rate Adjustment Procedure—Tariff 
Supervision—Freight Bill Auditing—Routing 
Freight Shipments—Tracing Freight Shipments 
—Expediting Freight Shipments—Payment of 
Freight Charges—Loss and Damage Claims— 
Concealed Loss and Damage Prevention—Over- 
charge and Undercharge Claims—Claims for 
Reparation—Express Service and Rates—Pro- 
cedure Before Rate and Classification Com- 
mittees—Procedure Before State Commissions— 
Organization of Commission—Informal Pro- 
cedure Before the I.C.C.—Shortened Procedure 
Before the Commission—Shipper and Carrier 
Cooperation—Shippers’ Advisory Boards. 


315 pages, 5% x 734, $4.00 


The Traffic Service Corp. 


815 Washington Bldg. 
Washington 5, D.C. 
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airport before evening. Otherwise deliv- 
ery was guaranteed for the next day only, 
he said. Presently, if the call is made 
even as late as 5 p.m., according to 
Mr. Hopes, “we'll get it and move it 
tonight.” 

The manner in which Air Cargo oper- 
ates in the nation’s capital is illustrative. 

There are seven Air Cargo trucks in 
Washington, operated, as are all Air 
Cargo trucks, through contracts with in- 
dependent local carriers. The shipper 
either calls the individual] airline or Air 
Cargo. The truck driver, in picking up 
shipments for the various carriers, signs 


cad 


The familiar Air Freight insigne decorates this 

new truck which serves Air Cargo, Inc. It is one 

of 5,700 trucks used by the air cargo-handling 

operation. This model has a 16-foot van-type 

body on a two-ton chassis and weighs 18,000 
pounds. 


air bills in the name of the airlines. 
Several times daily the driver delivers 
the cargoes to the individual airlines 
at the airport. 

In reverse, the drivers pick up numer- 
ous shipments at the docks of the indi- 
vidual airlines throughout the dav and 
deliver them directly to the consignees 
within a matter of hours. All billing and 
payment are handled through Air Cargo. 

A major facet in this speeded-up serv- 
ice has been the constant improvement 
in terminal facilities and interchange. In 
the words of Mr. Hopes: 

“We have learned, through research 
and experimentation, of the proper 
equipment to handle freight, and we now 
have such equipment. An example is 
trucks. 


Variance in Trucks 


“The receiving facilities of shippers 
vary, so the trucks must, too. These 
facilities differ from city to city, strangely 
enough. We found the use in some 
cities of higher trucks, which are level 
with most loading docks, of great saving 
in time and labor, because the driver 
doesn’t have to keep climbing up and 
down, 

“About all department stores and 
small business houses—and: some larger 
businesses, too—have inadequate loading 
and unloading facilities. Air Freight, un- 
like railroads or truck lines, has a single 
truck for all pickup and delivery. This, 
we found, helps the businesses in the 
control of such items as overtime, and 
has brought business that might not 
otherwise have come our way.” 

Another advantage of Air Cargo, Mr. 
Hopes said, was that it operated on a 
six-day, Monday through Saturday, 
schedule, and had available Sunday and 
holiday service at a “slight premium 
cost.” 

This brings up one of two main dilem- 
mas facing Air Cargo. 

One, apparently paradoxically, is the 
increased speed jets will boast, accord- 


TRAFFIC Wor 


ing to Mr. Hopes. Air Cargo, and the 
airline stockholders, he said, had give, 
much thought and planning as tp 
“what we’re going to do when the jets 
come in.” 

“It will be ridiculous,” he said, “ty 
take several hours to deliver air freight 
when the flight time is only a few how; 
Conceivably we will have to establish 
24-hour service for any shipper whoge 
plant is open to accept shipments. May. 
be a two-hour service will have to bp 
set up, with deliveries and pickups 
made from the airport every two hours 
Interchange from planes to trucks wij 
probably have to be speeded up eyep 
more.” 


Average Weight of Shipments 


The second “problem,” according to 
Mr. Hopes, is that so many of the Air 
Cargo shipments are small by weight, 4 
study late last year, he said, showed that 
Slightly more than 54 per cent of the 
pickup-and-delivery traffic weighed legs 
than 75 pounds. In contrast, fewer 
than 4 per cent of the shipments weighed 
more than 600 pounds each. 

However, some of the small shipments 
were of high value, according to Mr 
Hopes who added that in the over-alj 
picture the total number of shipments, 
even the more diminutive ones, was 
increasing at such a rate as to make al] 
of importance. 

Air Cargo, Mr. Hopes said, concerned 
itself exclusively with ground functions, 
The 5,700 trucks which bear the familiar 
Air Freight insigne were owned by 258 
companies, serving 3,245 communities, he 
said. Air Cargo itself is owned by the 2 
airlines, four of which—American, East- 
ern, United and T.W.A.—own 100 shares 
each of the 565 total shares, according 
to Mr. Hopes. In addition, there are 
four associate member carriers (Com- 
pagnie Nationale Air France, Trans- 
Canada Air Lines, Pan American World 
Airways, Inc., and Seaboard & Westem 
Airlines, Inc.) and three affiliated inter- 
national carriers (E] Al Israel Airlines, 
Ltd., Scandinavian Airlines System, Inc, 
and Swiss Air Transport Co., Ltd.). 

Figures supplied by M. L. Clements, 
treasurer, showed that in Air Cargd’s 
initial year of pickup and delivery oper- 
ation, 1947, its gross revenue was $244911. 
In 1956, he reported, it totaled $2,466,133. 
He estimated the total for this calendar 
year in excess of $3 million, and possibly 
$3.2 million. 


The other airlines which own Air Cargo 
are: 

AAXICO Airlines, Inc., Allegheny Ai- 
lines, Inc., Bonanza Air Lines, Inc, 
Braniff Airways, Inc., Capita] Airlines, 
Inc., Central Airlines, Inc., Continental 
Air Lines, Inc., Delta Air Lines, Ine, 
the Flying Tiger Line, Inc., Frontier 
Airlines, Inc., Mohawk Airlines, Ine, 
National Airlines, Inc., New York Ail- 
ways, Inc., Northeast Airlines, Inc, 
Northwest Airlines, Inc., Ozark Air Lines, 
Inc., Piedmont Aviation, Inc., Riddle 
Airlines, Inc., Slick Airways, Inc., South- 
west Airways Co., Trans-Texas Airways, 
West Coast Airlines, Inc., and Western 
Air Lines, Inc. 


Book Published in Germany 


On International Rail Law 


What is described as a compilation of 
“every existing treaty and agreement 


under which European railroads and 
railroad organizations operate” has been 
published as a book of 1,691 pages, en 
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“It takes about three minutes for a 
piece of freight to get from a truck at 
the entrance of our terminal to our 
freighter at the exit,” Mr. Miller says. 


The total length of the conveyor 
system is about 150 feet. 


Northwest’s new terminal at Idlewild 
contains 9,000 square feet and includes 
offices, and “in bond” room, a valuables 
vault, and the cargo area floor. The 
cost of setting up equipment and facili- 
ties, the company says, was $32,000; the 
conveyor system cost $6,500. The airline 
began operations from the new terminal 
in January of this year. 


Truck Terminal Fire Protection 


Recently placed in service to provide fire pro- 
tection for the new $1 million Akron-Cleveland 
(O.) consolidated terminal facilities of Motor 
Cargo, Inc., was this International truck-tractor 
and trailer-mounted fire fighting apparatus. Kept 
in readiness at all times at the West Richfield 
site of the terminal, the fire-fighting unit includes 
a 1,500-gallon water tank and a 250-gallons-a- 
minute pump. The unit also carries two high- 
pressure hoses, auxiliary fire extinguishers, an 
extension ladder, pike poles and axes. Motor 
Cargo drivers, trained in fire-fighting procedures, 
man the equipment. The company has placed the 
truck at disposal of the neighboring Bath and 
Richfield fire departments. 


Cargoes Worth $500 Million 
Handled in ‘56 at Boston 


Export and import cargoes valued at 
more than $500 million were handled in 
1956 at Boston piers, the Port of Boston 
(Mass.) Commission has reported. 


The Commission said that figures 
gathered by the Census Bureau and 
compiled by the foreign trade division 
of the Boston field office of the Depart- 
ment of Commerce revealed that the 
port registered a gain of 16.6 per cent 
in combined export-import tonnage last 
year, with a total movement of 5,842,700 
tons valued at $537,200,000. 


Record Number of Moves 
Forecast for This Summer 


The prediction that this summer will 
be the “busiest summer in the history 
of the holdhold goods moving industry” 
has been made by James D. Edgett, 
president of North American Van Lines, 
Inc., of Fort Wayne, Ind. 


He said about 16 million persons were 
expected to move in June, July and 
August, compared with 14 million in the 
same period last year. He said about 
two-fifths of all moves were made in the 


three summer months, when children 
were not in school. 


Scheduled All-Cargo Airline 


Shows Traffic Gain in Year 


Seaboard & Western Airlines reported 
on June 7 that it had flown 10,931,524 
ton-miles in the 12 months ended April 


PERSONAL 


The Continental Oil Co. has announced 
the promotion of H. R. Wall to the new 
position of general manager of the trans- 
portation and supplies department. He 
will assume the duties formerly held by 
T. A. van Griethuysen, except for pur- 
chasing operations. Mr. van Griethuysen 
recently was made president of Con- 
tinental Oil Company of Venezuela, a 
Continental subsidiary. Mr. Wall, for- 
merly manager of manufacturing for 
Conoco’s southern and southwestern re- 
gions, will continue to have his head- 
quarters at Houston, Tex. 
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Air—— 


Alaska Airlines has announced the ap- 
pointment of Richard W. Gilbert as as- 
sistant to the president. He has been 
cargo sales manager of Eastern Air Lines 
and from 1946 to 1950 was general man- 
ager of Willis Air Service, a cargo line, 
which was run by Charles F. Willis, Jr., 
president of Alaska Airlines. 


Glen C. Cowart has been promoted by 
Delta Air Lines to sales manager at Fort 
Worth, Tex. He joined Delta as sales 
representative at New Orleans, La., in 
September, 1954, and has been sales rep- 
resentative in charge of the Fort Worth 
office since April, 1956. 


The appointment by the British Over- 
seas Airways Corp. of Donald G. Thomp- 
son as resident sales representative for 
Connecticut has been announced by the 
airline. Mr. Thompson has been with 
B.O.A.C. five and a half years, most re- 
cently as a sales representative in New 
York City. His new territory will include 
all of Connecticut. 


Andrew B. Shea, president of Panagra 
(Pan American-Grace Airways), was 
awarded an honorary doctor of laws 
degree June 12 by Fordham University. 
The degree was presented by Cardinal 
Spellman. 


The Air Transport Association of 
America has announced the appointment 
of Denzil Merrill, a former pilot with 
Western Airlines, as -an airport and 
visual aids specialist. The A. T. A. of A. 
said his duties would be to improve the 
standards and further the installation 
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30—its first full year of scheduled trangs.§{~ 
atlantic all-cargo service. 

Arthur V. Norden, executive vice. 
president of the airline, said that thi 
represented a 63 per cent increase jp 
freight traffic over “the comparable 1). 
month period when Seaboard operations 
were on a non-scheduled basis.” fp 
added that in the first four months 
1957, the all-cargo airline flew 3.698 9% 
ton-miles, “an increase of 65 per cen 
over the 1956 period.” 


and use of improved visual aids at aj. 
ports. 


Motor—— 


Interstate Dispatch, Inc., of Chicago, 
has established a new traffic management 
post and appointed B. M. Pierce to th 
position of director 
of traffic, according 
to announcement by 
M. E. Holt, presi- 
dent. The new gen- 
eral division would 
entirely separate 
trafic functions 
from other depart- 
ments within the 
company, Mr. Holt 
said. Mr. Pierce 
formerly was vice- 
president — rates 
and tariffs with 
Mid-States Freight 
Lines, Inc. In his new position, he 
will have headquarters in Interstate’s 
Chicago offices. He served on the gen- 
eral rate committee of the Eastern Cen- 
tral Motor Carriers Association for 10 
years and is a member of the Chicago 
Traffic Club. 


B. M. Pierce 


The appointment of Frank Walsh as 
special sales and service representative 
in the St. Louis, Mo., sales department 
has been announced by the Strickland 
Transportation Co. Mr. Walsh has served 
in executive capacities for several truck 
lines in St. Louis. 


John H. Campbell has been appointed 
vice-president—industrial relations for 
Spector—Mid-States, W. Stanhaus, presi- 
dent, has an- 
nounced. Mr. Camp- me 
bell will have direct 
responsibility for 
personne] relations, 
the planning and 
activation of an 
extensive safety 
program and labor 
negotiations. He 
joined the Spector 
Freight System, 
Inc., in 1952 as di- 
rector of personnel, 
after extensive ex- 
perience in that ; 
field for the Iowa Department of Agri- 
culture. Mr. Campbell is known in the 
trucking industry for the development 
of the first salary evaluation program 
for office employes in the motor common 
carrier field, and the planning and writ- 


J. H. Campbell 
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Behind this diesel... 


SOMETHING NEW HAS BEEN ADDED 


the move— 


“It takes more than the diesel to make a railroad modern. On the Wabash, a whole host of 
behind-the-scenes advancements have been developed in the last few years to get people and goods 
where they’re going—faster, safer, more efficiently than ever before.”’ Arthur K. Atkinson, President. 


Example: Electronic control of train move- 
ments from a centralized source, enabling 
one track to do the work of two. Heavier 
rail and long sections of welded rail to bear 
the brunt of heavier traffic. Modern yards 
and terminals where freight cars are kept 


on the move. Punch-card “brains” that 
help us give shippers up-to-the-minute in- 
formation when they need it. Altogether, 
millions of dollars worth of progress in the 
last five years alone. “And we’re just be- 
ginning to move.” 


WABASH: Modern railroad on the move 





FISHY-BACK 
EVERY FRIDAY 


Jacksonville to Puerto Rico 
Virgin, Windward and Leeward Islands 


Cuba-Venezuela 


TMT tole FERRY 


1863 Clarkson Street, 
: Jacksonville, Florida 


jescaecse Phone: EXbrook 8-5687 
TWX: JK472 


GENERAL OFFICES: Pier 2, Miami, Florida 


TTr’s A FACT! Efficient, 

dependable, all-weather transpor- 
tation service to, from and within 
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ing of an industrial relations manual for 
Spector. 


Donald (Glen) Turner has been ap- 
pointed sales representative for Mason 
and Dixon Lines, Inc., at Atlanta, Ga. 
Before joining Mason and Dixon, Mr. 
Turner worked for the Atlanta Service 
Warehouse, Atlanta. 


The second generation of the Orscheln 
family has assumed the management of 
Orscheln Bros. Truck Lines, Inc., with 
the election of Don 
W. Orscheln as vice- 
president and gen- 
eral manager. He 
was formerly vice- 
president — person- 
nel. In other pro- 
motions announced 
by the company, 
W. C. Orscheln, 
father of the new 
vice-president, was 
advanced from pres- 
ident to chairman 
of the board of di- 
rectors; Ted B. Or- 
scheln, brother of W. C. Orscheln, was 
made first vice-president, and Harold 
W. Orscheln, son of E. J. Orscheln of 
Kansas City, Mo., was elected to the 
board of directors. 


The appointment of E. A. Oberfeld as 
vice-president—sales, has been an- 
nounced by P. J. Kraus, president of 
Summit Fast 
Freight, Inc., of 
Akron, O. Mr. 
Oberfeld has been 
with Summit since 
1955. Prior to his 
new appointment 
he served as east- 
ern division sales 
manager in north- 
eastern Ohio and 
western Pennsylva- 
nia. Before joining 
Summit he occu- 
pied sales manage- 
ment positions with 
the Interstate Motor Freight System and 
was closely associated with rail trans- 
portation for 17 years. 


Rail—— 


Two division freight and passenger 
agents have been appointed by the Chi- 
cago & North Western Railway Co., 
effective June 1—John D. Boyles, with 
headquarters at Casper, Wyo., and 
Robert R. Tate, with headquarters at 
Racine, Wis. 


A. E. Gibson has been appointed as- 
sistant to the chairman of the Pacific 
Southcoast Freight Bureau, San Fran- 
cisco, Calif., succeeding J. F. Hauser, who 
will retire June 30 after having been 
with the bureau almost 28 years. Before 
joining the bureau, he served for several 
years with midwestern railroads. 


The Traffic Club of New York has sent 
out invitations to a testimonial lunch- 
eon to be given on June 26, in the Grand 
Ballroom of the Commodore hotel, New 
York City, for Harry H. Meyer, eastern 
traffic manager of the Chicago & Illinois 
Midland Railway, who is retiring after 
30 years of service. Mr. Meyer was presi- 
dent of the Traffic Club of New York in 
1941. For many years he has been chair- 
man of its dinner committee. 


The Chesapeake & Ohio Railway 
has announced the following personnel 
changes, effective June 16: Kenneth T. 


D. W. Orscheln 


E. A. Oberfeld 
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Reed, assistant regional manager of the 
northern region, has been transferred 
to Richmond, Va., as general super- 
intendent—transportation; C. Vernon 
Cowan, general superintendent—trans- 
poration, has been made regional man- 
ager of the eastern region; Erle T. 
Rucker, miunager of the eastern region, 
has been transferred to Detroit, Mich., 
as assistant regional manager of the 
nor;nern region; E, M. Whanger, direc- 
tor of tax administration in the finance 
dep rtment, has been made special as- 
sist. nt to M. I. Dunn, vice-president— 





, operitions, at Cleveland, O., and R. G. 
Poigese Mc(-ehee, assistant to vice-president— 
“Sam oper stions, has become assistant to the 


easicrn regional manager. 





C. &. Vick has been appointed assistant 
to “ne vice-president of the Atlantic 
Coa:: Line Railroad Co., effective June 10. 
His offices will be at Wilmington, N.C. 


Ec ward R. Ahlborn, assistant passenger 
sales manager for the New York Central 
Rail oad at Albany, N.Y., has been ap- 
pointed to the new 
position of director 
of passenger sales. 
Anthony A. Cicenas, 
who has been divi- 
sion passenger sales 
manager at Toledo, 
O., since January 1, 
1956, will succeed 
Mr. Ahlborn at Al- 
bany. Mr. Ahlborn 
has been with the 
Central since 1925 
and before his as- 
signment to Albany 
May 15, 1956, had 
been division passenger sales manager at 
New York City. Mr. Cicenas joined the 
railroad in 1936. 
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Water—— 


A. LeRoy Johnson, manager of the 
Chicago office of the Baltimore Asso- 
tiation of Commerce since 1946, will 
retire July 1, according to an announce- 
ment by C. P. Rayman, regional manager 
of the Maryland Port Authority. Mr. 
Johnson was formerly with the Chicago 
& North Western Railroad, the Midland 
Railroad, the Southern Pacific Co., the 
Dollar Steamship Line, and was an ex- 
aminer of ocean shipping for the Re- 
onstruction Finance Corp. Friends of 
Mr, Johnson are arranging a testimonial 
uncheon for him to be held on June 24 
n the Midland hotel, Chicago. 


The Quarter Century Club of Lykes 
Bros. Steamship Co., Inc., at its ninth 
innual meeting recently, elected John 
I, Creevy president. He has been with the 
lykes organization since 1927. He suc- 
eds Walter L. Vesey, Jr. 


C. M. Francis has been elected presi- 
tent of Lambert’s Point Docks, Inc., Nor- 
blk, Va., succeeding W. D. Dimmitt, re- 
red. 

























































thers—— 


Eben C. Hall has been appointed man- 

ger of the New York office maintained 
yy the export department of the mate- 
tals handling division of the Yale & 
Towne Manufacturing Co. Before join- 
ng the company in 1939, Mr. Hall was 
vith Grace Lines, Inc., for 15 years. 


_Governor Cecil H. Underwood, of West 
lirginia, has appointed Myron R. Renick 
S% chairman of the Public Service Com- 
lission, succeeding Homer W. Hanna, Jr., 
those term expired May 31. Mr. Renick 
‘as been a practicing attorney at Fay- 
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etteville, W.Va., since 1939 and for the 
last eight years has been president. of 
the LaFayette Realty Co., Fayetteville. 


John J. Graham, of Boston, has been 
appointed by Governor Foster Furcolo 
as a member of the Massachusetts De- 
partment of Public Utilities, succeeding 
John M. Whouley, deceased. 


Utilities, died May 27. He served on the 
committee on corporate finance of the 
National Association of Railroad and 
Utilities Commissioners. 


J. W. Hoover, retired general traffic 
manager of the United States Steel Corp, 
died June 13. He was a past pr sident 
and honorary member of the Traffic 
Club of Pittsburgh (Pa.) 
OBITUARIES H. V. Borjes, assistant freight traffic 
manager of the Atlantic Coast Line Rail- 
road since April, 1950, died June 6. He 
had been with the railroad since 1929, 


John M. Whouley, a member of the 
Massachusetts Department of Public 


NEWS OF 
TRAFFIC CLUBS 


These men are at the helm of the Traffic & Transportation Club of St. Louis (Mo.), Inc., for the 
coming year. They are shown ofter their installation June 5, conducted by Frank B. Ott, regional 
sales manager of the Republic Carloading & Distributing Co., and James E. McKay, special sales 
representative of the Hancock Trucking Co. From left, seated: William F. Kolb, of the Laclede- 
Christy Co. division of H. K. Porter Co., Inc., second vice-president; Charles L. Roberts, of Trans- 
american Freight Lines, Inc., first vice-president; Charles G. Cross, of the Terminal Railroad 
Association, president; Ed Gudermuth, of Republic Carloading, past president, and Matt J. Hurley, 
of the National Carloading Co., third vice-president. Standing: Mr. Ott; John O. Kohne, of Brady 
Motorfrate, Inc., recording secretary; Robert C. Schmidt, of Churchill Truck Lines, inc., treasurer; 
Raymond J. Dussold, of the Wagner Electric Corp., financial secretary; Norman L. Westholt, of 


ducing a line of consumer 
specialties. The demand for 
these products is steadily in- 
creasing. We have a nation- 
wide network of branch and 
public warehouses and are in 
need of a man to help coordi- 
nate their activities, schedule 
shipments, examine tariffs, at- 
tend rate hearings and assist 
in the supervision of our order 
processing staff. We are lo- 
cated in an attractive Ohio 
community. If you are be- 
tween 25 and 35, ready to 
start at a salary of $7000, 
and have a background in 
this field, we'd like to hear 
from you. 


Please address 
Box 1043, Traffic World 








Pocke? Books, Inc., industrial director; Robert J. McKeone, of National Carloading, transportation 
director, and Mr. McKay. 


The Green Bay (Wis.) Traffic Club 
has scheduled its third annual picnic 
for June 29. 


The question whether “commodity ex- 
emption” provisions of the interstate 
commerce act should be maintained as 
now enacted or should be modified or 
eliminated has been scheduled for dis- 
cussion by a panel at a meeting spon- 
sored by the educational committee of 
the Traffic Club of Chicago, Ill., to be 
held on June 26, at the Palmer House in 
that city. The discussion is expected to 
deal primarily with exemption from reg- 
ulation of vehicle transporting agricul- 
tural commodities, as set forth in section 
203(b), paragraphs (4-a), (5), and (6) 
of the act, and bulk cargo exemptions 
of water carriers as covered in section 
303, paragraphs (b) and (c). Grant 
Arnold, of Philadelphia, Pa., president 
of the National Industrial Traffic 
League, will preside as moderator of 
the panel. The panel members will 


be: Edwin W. Stillwell, Washington, D.C., 
consultant on agricultural relations and 
government affairs; Edward B. Hayes, 
attorney, of the firm of Lord, Bissell & 
Brook; Starr Thomas, of Chicago, general 
attorney of the Atchison, Topeka & Santa 
Fe Railway Co., and Mark L. Keith of 
Columbus, O., manager of traffic services 
of the Farm Bureau Cooperative Associa- 
tion, Inc. 


The Transportation Club of Seattle 
(Wash.) held its Jamboree June 20. Its 
Mercury Outboard luncheon party is set 
for June 24. 


The following officers have been elected 
for the next year by the Ky-O-Va Traffic 
Club: William J. Reinhardt, vice-presi~ 
dent of the Reinhardt Transfer Co., pres~- 
ident; Henry E. Lewis, Sr., general fore- 
man of the rod and wire division off} 
the Detroit Steel Corp., vice-president; 
Chester Loving, assistant rail traffic man- 
ager of the Ashland Oil & Refining C©°., 
treasurer, and, directors, W. N. Stratton, 
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A 
general agent of the Chesapeake & Ohio 
Railway Co.; C. F. Farmer, Jr., district 
freight agent of the Baltimore & Ohio 
Railway Co.; E. N. Reinhardt, president 
of Reinhardt Transfer; F. Leon Miller, 
warehouse department superintendent of 
the International Nickel Co.; P. E. 
Frazier, assistant traffic manager of the 
nitrogen division of A. C. & D., and 
William G. Mitchell, of the Minter 
Homes Corp. 


The annual June golf outing of the 
Transportation Club of Evansville, Ind., 
was held June 19. 


Elected president of the Women’s Tra- 
fic Club of Philadelphia (Pa.) at the 
club’s June meeting was Mrs. Adele 
Konefal, assistant 
traffic manager of 
the Frank H. Fleer 
Corp., Philadelphia. 
Other new officers 
are: Miss Elaine 
Smith of Associated 
Transport, Inc., first 
vice-president; Mrs. 
May Odell, of the 
Curtis Bay Tow- 
ing Co. second 
vice - president; 
Miss Angeline Pao- 
letti, of the Uni- 
versal Carloading & 
Distributing Co., treasurer; Mrs. Martha 
Price, of Trans-Marine Forwarders, re- 
cording secretary, and Miss Bette Bresel, 
corresponding secretary. Directors in- 
clude Mrs. Ruth Fleming, of Eastern 
Express, Inc.; Mrs. Margaret Tobin, of 
Lombard Bros.; Miss Minnette Cipri- 


Mrs. 


Adele Konefal 


anni, of United States Lines, and Miss 


Lucille Knowlton, of the American Ex- 


port Co. 


On June 25, “Railroading in Minia- 
ture,” a demonstration of the story of 
the new and enlarged Griffith Park 
miniature railway, will be presented at 
a meeting of the Los Angeles (Calif.) 
Transportation Club by Charles Eames, 
an industrial designer. Because of the 
resignation of the club’s second vice- 
president, Donald R. Smith, on account 
of his transfer to Long Beach, the fol- 
lowing officers have been elected: W. T. 
G. Beckett, freight agent for Moore- 
McCormack Lines, Inc., second vice- 
president; R. C. Harmonson, vice-presi- 
dent and general manager of Superior 
Fast Freight, secretary-treasurer; George 
F. Goehler, superintendent of schedules 
and statistics of Los Angeles Transit 
Lines, sergeant-at-arms, and Henry H. 
Hoffman, traffic manager of S. E. Rykoff 
& Co., a director. The club has set July 
26 as the date of its annual “steamship” 
golf tournament and stag dinner. 


The annual dinner of the Mid Ohio 
Valley Traffic Club was held June 10 
at Parkersburg, W.Va., the club honor- 
ing the American Viscose Corp., a pio- 
neer industry in the valley. George L. 
Storm, vice-president and general man- 
ager of the rayon division, Philadelphia, 
Pa., gave the principal address. Dou- 
glas C. Turnbull, Jr., vice-president— 
research and development of the Balti- 
more & Ohio Railroad Co., was toast- 
master. 


The Traffic and Transportation Asso- 
ciation of Pittsburgh (Pa.) met June 7 
and elected George C. Johnston, of the 
Aluminum Co. of America, as its presi- 
dent for the 1957-58 term. Other new 
Officers are: William Jones, of the Union 
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Pacific Railroad, vice-president; William 
E. Snowden, of the Jones & Laughlin 
Steel Corp., recording secretary; David 
A. Rodefer, of the National Supply Co., 
membership secretary; Edward Riegler, 
of the St. Louis-San Francisco Railway, 
financial secretary; M. C. Baldauf, of 
the Lyons Transportation Co., treasurer; 
Arthur F. Menzemer, of the Union 
Barge Line Corp., custodian; and Robert 
Veselic, of the Louisville & Nashville 
Railroad, historian, and elected to the 
executive committee were: Wade H. 
Keller, of the Babcock & Wilcox Co.; 
Fred O. Frey, of the American Steel 
Band Co.; Russell M. Trapp, of the 
Pittsburgh Reflector Co.; David B. Hart- 
man, of the National Carloading Corp.; 
Charles W. Cerny, of the Kansas, Okla- 
homa & Gulf Railway Co., and William 
Shaw of the Union Railroad. 


At a meeting held June 12, designated 
as “Airlines’ Night,” members of the 
Raritan (N.J.) Traffic Club heard a talk 
by Dana P. Kelley, director of public 
relations of Flying Tiger Line, Inc. The 
club will elect new officers at its Septem- 
ber meeting. 


A check for $1,700 was presented to 
the New York Foundling Hospital by the 


NEWS OF 
DELTA NU ALPHA 
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Women’s Traffic Club of New York, Ine. 
at its annual dinner June 11. The m oney 
was raised from a luncheon-bridge hel 
May 18. The following officers of the 
club were elected at the dinner mecting: 
Marie D’Amato, of the D’Amato F eight 
Forwarding Co., president; Evelyn A. 
Tiepner, of L. Sonneborn Sons, Inc. first 
vice-president; Mabel A. Griffin, of the 
Chesapeake & Ohio Railway Co., second 
vice-president; Helene V. Swallow, of 
Republic Carloading & Distributing Co, 
Inc., recording secretary; Esther Scha- 


backer, of Associated Transport, Inc., 
corresponding secretary; and Minna 
Fishkin, of Acadia Powder Puff Co. 
Inc., treasurer. Elected as directors were 


Julia Bricka, of Red Star Express Lines, 
Inc.; Ann C. Heyneker, of Van Reekum 
Paper Co., Inc.; Helen V. Shannon of 
the Seaport Shipping Co., and Ruth 
Tag, of the Dromedary Co. division of 
the National Biscuit Co. 


Joseph B. O’Leary, sales manaver of 
the West Shore Transport Co., Chicago, 
has been elected president of the Clear- 
ing-Cicero Traffic Conference. The Or- 
ganization’s membership is drawn from 
west and southwest sections in the Chi- 
cago area, and includes industrial and 
carrier representatives. 
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New Leaders of Tucson Delta Nu Alpha Chapter 


TRANSPORTATION FRATERNITY 


After their installation on June 6, new officers and directors of the Tucson (Ariz.) Chapter Ne 
121 of the Delta Nu Alpha Transportation Fraternity, Inc., posed for this picture with John 


Scot?, national president of the fraternity, who was the guest speaker. 


Standing, from le 


Edward Belton, a director; Fermin Montiel, first vice-president; H. M. Hale, a director; M. H. Savard 
president; W. B. Futral, Pacific coast regionol vice-president; Mr. Scott; C. R. Haneam, a directa 


and past president; Walter Gondek, second vice-president; R. G. Larson, secretary, and Clit 


Ferguson, treasurer. About 75 persons attended the meeting. 


The Worcester (Mass.) Chapter No. 98 
of the Delta Nu Alpha Transportation 
Fraternity, Inc., has elected the following 
as its officers for the ensuing year: Fred 
H. Godwin, of the Canadian National 
Railway, president; Frank R. McDermott, 
of Stephan Products, Inc., first vice- 
president; Cornelius J. Lucey, Jr., of the 
Denver Chicago Trucking Co., second 





vice-president; Louis F. Brigham, of theBohn 


Riley Stoker Corp., secretary; John P 


vA 


Connolly, of the Chain Belt Corp., treas-ef th, 


urer, and William J. Amato, of All States 


Freight, Inc., a director for three years 


<a E. 
Installed as officers at a meeting JUNn@y, ¢ 


10 of the Birmingham (Ala.) Chapter Ne 
18 of the Delta Nu Alpha Transporta\io 
Fraternity, Inc., were Robert E. 17 ate 


TSF 


pi the 
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Inc, Jof Malone Freight Lines, president; Carriers, first vice-president; Joseph F. 
omey } Charles W. Thompson, of Farmer & Queenan, of Eastern Express, Inc., sec- 


held | thompson, Industrial Traffic Managers, ond vice-president; John F. Bulman, of 


the | frsi vice-president; Challen E. Caskie, of the Western Carloading Co., secretary, 
ing: [the Southern Railway System, second and David R. Danner, of SKF Industries, 
‘ight | vice-president; Russell Kennedy, of the’ treasurer. Directors are Ernest H. Dau- 
1 A. | Baltimore & Ohio Railway, secretary; bert, of Liberty Motor Freight Lines; 
first } Cari L. Allen, of Farmer & Thompson, Joseph J. Fanelli, of the Republic Car- 
the | tree. urer, and Howard L. Threadgill, of loading & Distributing Co.; Charles E. 
cond |the Birmingham Traffic Association, a Koob, of Miller Motor Express, Inc.; 
, of | director. The outgoing president, Charles Norman Markowitz, of the Vance Truck- 
Co., } A. Moultis, of the U.S. Pipe & Foundry ing Co.; Martin Singer, of the Pyramid 
cha- }Co., vas presented a jeweled fraternity Motor Freight Corp.; Edward J. Wilson, 
Inc., | key 
‘inna : . 
Co. The eighty-fifth meeting, the last until 
vere | Septc:aber, of the Trenton (N.J.) Chap- 
ines [ter “o. 38 of the Delta Nu Alpha 
‘kum | Tran: portation Fraternity, Inc., featured 
nm of § guid tours for the members through 
Ruth | the Universal Paper Bag Co. and Union 
in of | Mills Co. plants at New Hope, Pa. Wil- 
liam Hahn, production superintendent, 
cond.ted the tour of the paper bag plant, 
er of § and ank Leahman, purchasing agent 
icago, } for b»' mills, conducted the tour through 
‘lear- 5 Unio: Mills. 
c - 
ba Th Oklahoma City (Okla.) Chapter 
. Chi- | Ne. 8! of the Delta Nu Alpha Transpor- 
| and tation Fraternity, Inc., held its final 
meeting of the season on June 11, at 


which Frank Kesler, manager of the 
transportation department of the Cham- 
ver of Commerce, spoke on “Rate Clerks, 
Rate Analysts and Rate Specialists.” A 
gholarship fund was approved, by which 
members may get assistance to further 
heir transportation education. 


VU 


june 3, 


The new president of the Philadelphia (Pa.) 
Chapter No. 4 of the Delta Nu Alpha Trans- 
portation Fraternity, Inc., is W. Craig Arming- 
ton (left), of the Atlantic Refining Co. Congratu- 
lating him is John T. Deering, supervisor of motor 
carrier transportation of Atlantic Refining. 


their fifteenth annual Spring Frolic 
members of the Philadelphia 
Pa.) Chapter No. 4 of the Delta Nu 
\lpha Transportation Fraternity, Inc., 
installed their officers for the next year. 
The new officers are: W. Craig Arming- 
ton, of the Atlantic Refining Co., presi- 
dent; Louis F. Verna, of Pilot Freight 


of the Rohm & Haas Co., and Louis F. 
Winter, of the McLean Trucking Co. 
Conducting the ceremony was James F. 
Holtzer, national first vice-president. 
The speaker at the meeting was Jim 
Bonner, sports director of WRCV and 
WRCV-TV, Philadelphia. 



































National Officers at Houston Delta Nu Alpha Dinner 


apter No 
John 
from le 
H. Savard 
a directa 
and Clit 


<2 ‘ Amn. ys 
eX hea F 






n, Of theBoh. w. Scott, vice-president—traffic of the Kansas City Southern Railway, and president of Delta 
John P v Alpha Transportation Fraternity, Inc., addresses members of the Houston (Tex.) chapter No. 36 
p., tre@S"Bf the fraternity at their annual installation dinner, held June 3, which was attended by 97 
All Stavesienons. Shown at the head table are (left to right): J. Y. Cassell, of Dallas, Tex., general agent 
ee YCAalSBi the Chicago, South Shore & South Bend Railroad, second national vice-president of the fraternity; 

E. Colwell, senior traffic clerk of the Texas Co., first vice-president of the Houston chapter; 























s 7 i? 

— ; wa ". Scott; H. E. Fisher, Jr., traffic manager of A. O. Smith corporation of Texas, past president 
ap al ithe chapter; A. T. Leigh, assistant general freight agent of Seatrain Lines, president of the 
por small impter, and H. L. Bartz, manager of rates and divisions of Red Arrow Freight Lines, second vice- 





E. Tat 





president of the Houston chapter. 
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CLASSIFIED 
ADVERTISING 


When answering ads please address as fol- 
lows: Box ——— Traffic World, 815 Wash- 
ington Building, Washington 5, D.C. Rates: 
reader ads, $1.00 a line (approximately 5 
words), minimum three lines. 
$15.00 a column inch. 


Display ads, 


Classified Advertisements 
Payable in Advance 


Situations Wanted 


TRAFFIC EXECUTIVE AVAILABLE. 11 yrs. 
industrial experience. Presently TM multi- 
— corp. Resume on request. Write Box 





TRAFFIC MANAGER. Administrative ex- 
perience in rail and industrial traffic. Col- 
lege graduate. ICC practitioner. Age 33. 


Prefer southern location. Write Box 1045. 


TRAFFIC MANAGER. ICC practitioner. Age 
34. Capable and aggressive wants position 
with solid company which recognizes im- 
portance of a strong traffic department. Now 
employed Dallas, Texas. Will relocate. Write 
Box 1047. 











Wanted To Buy 


Need Southwestern Lines 273-A Fertilizer 
Tariff. Name your price or will exchange for 
other issues. Write Box 1046. 


Educational Books and Courses 


I.C. PRACTITIONERS. The only practical 
authentic I.C. law course available by mail. 
Restricted to Attorneys, Practitioners or 
those qualified to prepare for practice. In- 
cludes Freight Forwarder Act. COLLEGE 
OF ADVANCED TRAFFIC, 404 State-Madison 
Bldg., 22 West Madison St., Chicago 2, Ill. 


REGULATION OF TRANSPORTATION, an 
old standby in the Traffic Profession since 
1946, is now available in its new 5th revised 
and enlarged edition, and only $8.00. This 
important book in its four previous editions 
was written by J. H. Tedrow. Users and 
students of this book have a record of 90% 
admitted to practice. Jt has now been en- 
larged and brought up-to-date by Lee K. 
Matthews, Transportation Commissioner, St. 
Louis Chamber of Commerce. It is compact, 
simple and comprehensive. Covers acts, 
history, practice, evidence, quizzes and 
Pleading forms. Over 400 leading ICC and 
Court cases cited. Complete practitioners’ 
course for class or individual study. En- 
dorsed by well-known traffic men and law- 
yers. Study for 15 days and if not com- 
pletely satisfied your $8.00 refunded. Wm. 


C. Brown Company, Publishers, Dubuque, 
Towa. 











CAPABLE TRAFFIC 
PERSONNEL 


Mr. Employer: Why not take advantage of 
the nationwide free placement service main- 
tained for our graduates? 


Listed in our files are qualified men and 
women for any type of position, including 


General Traffic Managers with many years of 
experience and training, as well as young, am- 
bitious, recent graduates who can be developed 
as understudies for positions of responsibility. 

Also included are specialists in many different 
phases of Traffic-Practitioners—Tariff Compilers 


—Solicitors—and Claim Agents—as well as men 
with varying degrees of experience in Rates— 
Routes—Transit—Demurrage—Storage — Claims 
—Classifications. In fact, any and all duties in 
a Traffic Department. 


Just drop a line outlining your needs to the 
nearest office: 

COLLEGE OF 

ADVANCED TRAFFIC 


State-Madison 
Building 

22 West Madison St. 
Chicago 2, Ill. 


ACADEMY OF 
ADVANCED TRAFFIC 
63 Vesey St. 

New York, N.Y. 
1422 Chestnut St. 
Philadelphia, Pa. 





2 Wears 


Ago oe, 


From TRAFFIC WORLD, 
June 25, 1932 


The renomination by President 
Hoover of T. V. O’Connor as 
chairman of the Shipping Board 
was confirmed June 20 by the 
Senate, by a vote of 35 to 16. 
The nomination was opposed by 
Senator McKellar, of Tennessee, 
who said the board had granted 
low interest rates on loans from 
the ship construction loan fund. 
The term was for six years. 


* 


According to a world census 
by the Department of Commerce, 
there were 5,609,441 trucks and 
362,784 buses in the world at 
the end of 1931. The total num- 
ber of automobiles was reported 
aS 35,263,397. 


* 


Postponed to October 1 by 
the Commission was the effective 
date of its order pertaining to 
manholes and covers on tank cars 
for the transportation of inflam- 
mable liquids. The changes were 
to make the removal of the cover 
of the manhole opening practically 
impossible while the interior of 
the car was subjected to the vapor 
pressure of the car’s lading. It 
was to have been effective January 
I, 1931. 


* 


Robert S. Lovett, chairman of 
the board of the Union Pacific 
Railroad, died in New York, 


N.Y. He was 71. 
* 


In an advertisement, United 
Air Lines quoted a fare of $160 
for a passenger flight from New 
York to any of eight Pacific coast 
cities, the flying time to be 3134 
hours. 


TRAFFIC DATES 


JUNE 


20-21—Pacific Northwest Advisory Board, Seattle, 
Wash. 


27-28—Great Lakes Regional Advisory Board, 
Charlevoix, Mich. 


JULY 
10-11—Midwest Shippers Advisory Board, Mil- 


waukee, Wis. 


24-25—Northwest Shippers Advisory Board, 
Billings, Mont. 


SEPTEMBER 


11-13—New England Shippers Advisory Board, 
Pike, N.H. 


12-13—American Society of Traffic and Transpor- 
tation (fourth annual seminar), Atlanta, 
Ga. 


19-20—Trans-Missouri-Kansas Shippers Board, 
Springfield, Mo. 


24-25—Middlewest Shipper-Motor Carrie 
ence (annual meeting), Minneapo 


24-26—Southwest Shippers Advisory Boo 
ton, Tex. 


25-26—Atlantic States Shippers Advisor, 
Harrisburg, Pa. 


29—Oct. 2—Associated Traffic Clubs 


ica (annual meeting), Dallas, Te». 


OCTOBER 


8-10—National Association of Shipper: Advisory 
Boards (annual meeting), Chicago, Ill, 


8-10—Association of American Railroads, Chi- 
cago, Ill. 


19-20—Delta Nu Alpha Transportation Fraternity, 
Inc. (annual meeting), Atlantic City, NJ. 


NOVEMBER 


7-8—Central Western Shippers Advisory Board, 
Omaha, Neb. 


18-19—Central Western Shippers Advisory Board, 
Omaha, Neb. 


Annual Dinner Dates of Traffic Clubs 


JUNE 


25—Capitol Women’s 
Sacramento, Calif. 


Transportation Club, 


26—Women’s Traffic Club of York, York, Pa. 


JULY 


13—Women’s Traffic Club of Oakland, Oakland, 
Calif. 


AUGUST 


13—Traffic Club of Greater Miami, Inc., Miami, 
Fla. 


SEPTEMBER 


7—North Bay Women’s Transportation Club, 
Vallejo, Calif. 


12—Women’s Traffic & Transportation Club of 
New Orleans, New Orleans, La. 


19—Springfield Traffic Club, Springfield, O. 


20—Transportation Club of Salt Lake City, Sal 
Lake City, Utah. 


OCTOBER 
3—Columbus Traffic Club, Columbus, Ga. 
15—Traffic Club of Baton Rouge, Baton Rouge, La 


15—Women’s Traffic Club of San Antonio, Sa 
Antonio, Tex. 


20—Albuquerque Traffic Club, Albuquerque 


N.M. 
30—Milwaukee Traffic Club, Milwaukee, Wis. 


NOVEMBER 


12—Mobile (Ala.) Traffic and Transportation Clu 
Mobile, Ala. 


13—Traffic Club of Memphis, Memphis, Tenn. 
19—El Paso Traffic Club, El Paso, Tex. 


20—Chattanooga Traffic and Transportation Clu 
Chattanooga, Tenn. 
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LINKS IN A CHAIN: 


Issue 13 


Shops, safety and service 


Dependable, courteous employees + Well maintained, safely operated equipment 


Service to shippers from a trucking company starts 
with a team of capable, courteous employees, work- 
ing with dependable equipment. The safeguards 
P+I+E has set up to insure dependable service in- 
clude intensive employee training and equipment 
maintenance programs. For the seventh consecutive 
year, P-I-E has received the Transport Topics first 
place award in the fleet class of 1000 vehicles or 
more, for the efficiency of its maintenance program. 
They have also been honored six times in nine years 
with the Trailmobile Trophy—top national award 










TANKERS ° 


REEFERS ° 


GENERAL OFFICES: 299 ADELINE STREET * OAKLAND 


DRY VANS e 


for safety and service. Highway safety record by 
drivers in 1956 brought American Trucking Associ- 
ation first place awards in both the over-the-road 
and combination fleet contests over twenty million 
miles. 

Shippers and receivers can reap maximum profits 
from business only when there is dependability in 
the trucking service they order. P-1-E is pleased to 
offer assurance of continued dependable service 
with this evidence of recognition to its employees 
from the motor freight industry. 


CITIZENY 
OF THE 
PACIFIC INTERMOUNTAIN EXPRESS HIGHWAYS 







20, CALIFORNIA 





FLAT BEDS ° ROLL 
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y Goes Straight Through 
COAST-TO-COAST & 


with NON-STOP, 2-MAN SLEEPER CABS 


One Carrier Responsibility ALL THE WAY! 
| aan 





